^■1 


HE 
6 

hi 


IHB9S 


■H 


WSBSSBBMRM 


ms^SBBfmmmnsmaammm 


UNIVERSITY  OF 
ILLINOIS  LIBRARY 

AT  UR8ANA-CHAMPAIGN 
B00K3TACK* 


.     ■  v.  I 


.  '■  ■ 


rm 


WATER 


C<SSnm*»SSs 


ANNUAL  CUMULATED  INDEXES  TO  V.  8,  1975 


PARTI       AUTHOR 

ORGANIZATION 
ACCESSION  NUMBER 


SELECTED  WATER  RESOURCES  ABSTRACTS  is  produced  by  the  Office  of 
Water  Research  and  Technology,  U.S.  Department  of  the  Interior,  and  pub- 
lished twice  monthly  by  the  National  Technical  Information  Service  (NTIS), 
U.S.  Department  of  Commerce,  for  the  Water  Resources  Scientific  Information 
Center  (WRSIC). 

SELECTED  WATER  RESOURCES  ABSTRACTS  (SWRA)  is  available  to  Federal 
agencies  and  their  contractors  or  grantees  in  water  resources  research  upon 
request,  citing  contract  or  grant  number  and  sponsoring  agency.  Write:  Man- 
ager, Water  Resources  Scientific  Information  Center,  Office  of  Water  Research 
and  Technology,  U.S.  Department  of  the  Interior,  Washington,  DC  20240. 

SELECTED  WATER  RESOURCES  ABSTRACTS  is  also  available  on  subscription 
from  the  National  Technical  Information  Service,  U.S.  Department  of  Com- 
merce, 5285  Port  Royal  Road,  Springfield,  VA  22161.  Annual  subscription 
rates  are:  SWRA  Journal  only,  $75  ($95  foreign);  Journal  and  Annual  Indexes, 
$100  ($125  foreign);  Indexes  only,  $50  ($65  foreign). 

Some  documents  abstracted  in  this  journal  can  be  purchased  from  NTIS  at 
prices  shown  in  the  entry;  prices  subject  to  change.  Other  documents  are 
available  from  originating  organizations  or  authors  as  indicated  in  the  citation. 


(Rev.  Nov.  1975) 


smiiaiii 

WATER  RESOURCES  ABSTRACTS 


A  Semimonthly  Publication  of  the  Water  Resources  Scientific  Information  Center, 
Office  of  Water  Research  and  Technology,  U.S.  Department  of  the  Interior 


PART  1    ANNUAL  CUMULATED  INDEXES  TO  V.  8,  1975 

AUTHOR 
ORGANIZATION 
ACCESSION  NUMBER 


The  Secretary  of  the  U.  S.  Department  of  the  Interior  has  determined  that  the  publication  of  this  periodical  is  neces- 
sary in  the  transSon  of  the'public  business  required  by  law  of  this  Department.  Use  of  funds  for  printing  th.S  pe- 
riodical has  been  approved  by  the  Director  of  the  Office  of  Management  and  Budget  through  August  31.  1978. 


As  the  Nation's  principal  conservation  agency,  the  Department  of  the 
Interior  has  responsibility  for  most  of  our  nationally  owned  public  lands 
and  natural  resources.  This  includes  fostering  the  wisest  use  of  our 
land  and  water  resources,  protecting  our  fish  and  wildlife,  preserving 
the  environmental  and  cultural  values  of  our  national  parks  and  historical 
places,  and  providing  for  the  enjoyment  of  life  through  outdoor  recrea- 
tion. The  Department  assesses  our  energy  and  mineral  resources  and 
works  to  assure  that  their  development  is  in  the  best  interests  of  all  our 
people.  The  Department  also  has  a  major  responsibility  for  American 
Indian  reservation  communities  and  for  people  who  live  in  Island  Terri- 
tories under  U.S.  administration. 


FOREWORD 


Selected  Water  Resources  Abstracts,  a  semimonthly  journal,  includes  abstracts 
of  current  and  earlier  pertinent  monographs,  journal  articles,  reports,  and 
other  publication  formats.  The  contents  of  these  documents  cover  the  water- 
related  aspects  of  the  life,  physical,  and  social  sciences  as  well  as  related  engi- 
neering and  legal  aspects  of  the  characteristics,  conservation,  control,  use,  or 
management  of  water.  Each  abstract  includes  a  full  bibliographical  citation 
and  a  set  of  descriptors  or  identifiers  which  are  listed  in  the  Water  Resources 
Thesaurus  (Second  Edition,  1971).  Each  abstract  entry  is  classified  into  ten 
fields  and  sixty  groups  similar  to  the  water  resources  research  categories 
established  by  the  Committee  on  Water  Resources  Research  of  the  Federal 
Council   for  Science  and   Technology. 

WRSIC  IS  NOT  PRESENTLY  IN  A  POSITION  TO  PROVIDE  COPIES  OF  DOCU- 
MENTS ABSTRACTED  IN  THIS  JOURNAL.  Sufficient  bibliographic  information 
is  given  to  enable  readers  to  order  the  desired  documents  from  local  libraries 
or  other  sources. 

Selected  Water  Resources  Abstracts  is  designed  to  serve  the  scientific  and 
technical  information  needs  of  scientists,  engineers,  and  managers  as  one 
of  several  planned  services  of  the  Water  Resources  Scientific  Information 
Center  (WRSIC).  The  Center  was  established  by  the  Secretary  of  the  Interior 
and  has  been  designated  by  the  Federal  Council  for  Science  and  Technology 
to  serve  the  water  resources  community  by  improving  the  communication  of 
water-related  research  results.  The  Center  is  pursuing  this  objective  by  co- 
ordinating and  supplementing  the  existing  scientific  and  technical  information 
activities  associated  with  active  research  and  investigation  program  in  water 
resources. 

To  provide  WRSIC  with  input,  selected  organizations  with  active  water  resources 
research  programs  are  supported  as  "centers  of  competence"  responsible  for 
selecting,  abstracting,  and  indexing  from  the  current  and  earlier  pertinent 
literature  in  specified  subject  areas. 

Additional  "centers  of  competence"  have  been  established  in  cooperation  with 
the  Environmental  Protection  Agency.  A  directory  of  the  Centers  appears  on 
page  iv. 

The  input  from  these  Centers,  and  from  the  53  Water  Resources  Research 
Institutes  administered  under  the  Water  Resources  Research  Act  of  1964,  as 
well  as  input  from  the  grantees  and  contractors  of  the  Office  of  Water  Research 
and  Technology  and  other  Federal  water  resources  agencies  with  which  the 
Center  has  agreements  becomes  the  information  base  from  which  this  journal 
is,  and  other  information  services  will  be,  derived;  these  services  include 
bibliographies,  specialized  indexes,  literature  searches,  and  state-of-the-art 
reviews. 

Comments  and  suggestions  concerning  the  contents  and  arrangements  of  this 
bulletin  are  welcome. 

Water  Resources  Scientific  Information  Center 
Office  of  Water  Research  and  Technology 
U.S.  Department  of  the  Interior 
Washington,  D.C.  20240 
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CENTERS  OF  COMPETENCE 
AND  THEIR  SUBJECT  COVERAGE 


#  Ground  and  surface  water  hydrology  at  the  Illinois  State  Water  Survey  and  the  Water 
Resources  Division  of  the  U.S.  Geological  Survey,  U.S.  Department  of  the  Interior. 

#  Metropolitan  water  resources  planning  and  management  at  the  Center  for  Urban  and 
Regional  Studies  of  University  of  North  Carolina. 

#  Eastern  United  States  water  law  at  the  College  of  Law  of  the  University  of  Florida. 

#  Policy  models  of  water  resources  systems  at  the  Department  of  Water  Resources 
Engineering  of  Cornell  University. 

#  Water  resources  economics  at  the  Water  Resources  Center  of  the  University  of 
Wisconsin. 

#  Eutrophication  at  the  Water  Resources  Center  of  the  University  of  Wisconsin. 

#  Water  resources  of  arid  lands  at  the  Office  of  Arid  Lands  Studies  of  the  University 
of  Arizona. 

#  Water  well  construction  technology  at  the  National   Water  Well  Association. 

#  Water-related  aspects  of  nuclear  radiation  and  safety  at  the  Oak  Ridge  National 
Laboratory. 

#  Water  resource  aspects  of  the  pulp  and  paper  industry  at  the  Institute  of  Paper 
Chemistry. 


Supported  by  the  Environmental  Protection  Agency  in  cooperation  with  WRSIC 


#  Effect  on  water  quality  of  irrigation  return  flows  at  the  Department  of  Agricultural 
Engineering  of  Colorado  State  University. 

#  Agricultural  livestock  waste  at  East  Central  State  College,  Oklahoma. 

#  Municipal  wastewater  treatment  technology  at  the  Franklin  Institute  Research 
Laboratories. 
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AGRONOMY. 

Transactional  Dynamics  of  Poultry  Manure  in 

Soil, 

W75-02575  8-05     5C 


ARIZONA  UNIV.,  TUSCON.  DEPT.  OF 
SYSTEMS  AND  INDUSTRIAL  ENGINEERING 
ARIZONA  UNIV.,  TUSCON.  DEPT.  OF 
HYDROLOGY  AND  WATER  RESOURCES. 

An  Interactive  Algorithm  for  the  Muki-Purpose        ^*^A^.SASi.MNiV- I^.EJ.T^.I.LLE  DEPT  OF 

Control  of  a  Natural  Lake, 


W75-00099 


8-01      4A 


ARIZONA  UNIV.,  TUSCON.  DEPT.  OF 
WATERSHED  MANAGEMENT. 

Wamis-A    Bibliographic    Information    System 

for  Water  Yield  Improvement, 

W75-05302  8-10      10A 

ARIZONA  UNIV.,  TUSCON.  GRADUATE 
COMMITTE  ON  HYDROLOGY. 

Stream    Gaging    by    Continuous    Injection    of 

Tracer  Elements, 

W75-05619  8-11      2E 

ARIZONA  UNIV.,  YUMA. 

Comparison  of  Irrigation  Methods,  Rootstocks, 

and    Fertilizer   Elements   of   Valencia   Orange 

Trees, 

W75-09439  8-19      3F 

Soil  Moisture  Distribution  and  Wetting  Pattern 

From  a  Point  Source, 

W75-09462  8-19     2G 

ARIZONA  WATER  COMMISSION,  PHOENIX. 

Water  Supply  in  Central  and  Southern  Apache 

County, 

W75-07370  8-15      4B 

State  Financial  Assitance  of  Flood  Control  Pro- 
jects. 
W75-09301  8-18      6B 

ARIZONA  WATER  RESOURCES  RESEARCH 
CENTER, TUCSON. 

Prediction    of    Seepage     Through    Clay     Soil 

Linings  in  Real  Estate  Lakes, 

W75-06516  8-13      4A 

Pollution  Potential  of  a  Sanitary  Landfill  Near 

Tucson, 

W75-08823  8-17      5B 

Engineering     Aspects     of     Water     Harvesting 
Research  at  the  University  of  Arizona, 
W75-11802  8-23      3B 

A   Thermodynamic   Integral   Equation   for  the 
Equilibrium  Moisture  Profile  in  Swelling  Soil, 
W75- 12050  8-24     2G 

ARIZONA  WESTERN  COLL.,  YUMA. 

The  Lower  Colorado  River:  A  Bibliography, 
W75-10453  8-21      10C 

ARKANSAS  UNIV.,  FAYETTEVILLE. 
AGRICULTURAL  EXPERIMENT  STATION. 

The  Financial  Feasibility  of  the  Regional  Ap- 
proach to  Public  Water  Supply:  A  Case  Study 
of  Northwest  Arkansas, 
W75-02616  8-05     6B 


BOTANY  AND  BACTERIOLOGY. 

Biochrome  Analysis  as  a  Method  for  Assessing 

Phytoplankton  Dynamics,  Phase  1, 

W75-06073  8-12     5B 

Biochrome  Analysis  as  a  Method  for  Assessing 
Phytoplankton  Dynamics,  Phase  II, 
W75-11052  8-22     5C 

ARKANSAS  UNIV.,  FAYETTEVILLE.  DEPT.  OF 
CHEMICAL  ENGINEERING. 

Heat  and  Moisture  Conduction  in  Unsaturated 

Soils, 

W75-08477  8-17      5B 

ARKANSAS  UNIV.,  FAYETTEVILLE.  DEPT.  OF 
CIVIL  ENGINEERING. 

Automation    of    the    Continuous    Coagulation 

Monitor, 

W75-06074  8-12      5F 

ARKANSAS  UNIV.,  FAYETTEVILLE.  DEPT.  OF 
ENTOMOLOGY. 

Effect    of    Mosquito    Control    Chemicals    on 

Aquatic  Fauna, 

W75-01319  8-03     5C 

ARKANSAS  UNIV.,  FAYETTEVILLE.  DEPT.  OF 
ZOOLOGY. 

Pathogenic  Free-Living  Amoebae  in  Arkansas 

Recreational  Waters, 

W75-11053  8-22     5A 

ARKANSAS  UNIV.,  LITTLE  ROCK.  DEPT.  OF 
ELECTRONICS  AND  INSTRUMENTATION. 

Survival  and  Growth  Rate  of  Channel  Catfish 
as  a  Function  of  Dissolved-Oxygen  Concentra- 
tion, 
W75- 11051  8-22     5C 

ARKANSAS-WHITE-RED  BASINS  INTER- 
AGENCY COMMITTEE,  WICHITA,  KANS. 
Minutes  of  the  89th  Meeting,  (Arkansas-Red- 
White  River  Basins  Inter-Agency  Committee). 
W75-10300  8-20     4A 

ARKHANGELSK  KOMBINAT  (USSR). 

Reduction  of  Effluent  Pollution  at  the  Arkhan- 
gelsk      Mills       (Snizhenie       zagryaznennosti 
stochnykh     vod     na     Arkhangel'-skom     Kom- 
binate), 
W75-10368  8-21      5D 

ARKHANGELSKII  LESOTEKHNICHESKII 

INSTITUT  (USSR). 

On  the  Sorption  Capacity  of  Lignin  for  the 
Easy-  and  Difficult-To-Oxidize  Components  or 
Residual  Liquor  from  Yeast  Production  (O 
sorptsionnoi  emkosti  lignina  po  legko-  i  trud- 
nookislyaemym  komponentam  posledrozhz- 
hevoi  brazhki), 
W75-03896  8-08     5D 
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ARKTICHESKII  I  ANTARKTICHESKII 
NAUCHNO-ISSLEDOVATELSKII  INSTITUT, 
LENINGRAD  (USSR). 

Types  of  Breakup  of  Rivers  in  Siberian  Arctic 

and  Sub-Arctic  Zones, 

W75-00847  8-02     2E 

ARMCO  STEEL  CORP.,  MIDDLETOWN,  OHIO. 

Wanted:    Fewer    Bit,    Casing    Sizes,    Reward: 

Many  Benefits  for  Industry, 

W75-11885  8-24     8C 

ARMCO  STEEL  CORP.,  MIDDLETOWN,  OHIO. 
METAL  PRODUCTS  DIV. 

Slotted  Drain  is  Designed  for  Safety, 
W75-02696  8-05     8A 

ARMOUR  RESEARCH  FOUNDATION, 
CHICAGO,  ILL. 

Investigation  of  Solar  Energy  for  Ice  Melting. 
W75-06135  8-12     2C 

ARMY  CONSTRUCTION  ENGINEERING 
RESEARCH  LAB.,  CHAMPAIGN,  ILL. 

Environmental   Impact   Assessment   Study   for 

Army  Military  Programs, 

W75-00735  8-02     6G 

Industrial     Wastewaters,     Red     River     Army 

Depot,  Texarkana,  Texas, 

W75-04263  8-08     5D 

A  Two-Dimensional  Multi-Stage  Programming 
Model:  With  Application  to  Reservoir  Systems, 
W75-04523  8-09      4A 

ARMY  ELECTRONICS  COMMAND,  FORT 
MONMOUTH,  N.J.  COMMUNICATION/ADP 
LAB. 

A  Sensitive  Tipping-Bucket  Rain  Gauge. 
W75-00743  8-02     2B 

ARMY  ENGINEER  DISTRICT, 
ALBUQUERQUE,  N.MEX. 

Arkansas    River   and   Tributaries    Above   John 

Martin     Dam     (Final     Environmental     Impact 

Statement). 

W75-08033  8-16     8A 

Flood     Plain     Information:     Fountain     Creek, 
Colorado  Springs,  Manitou  Springs,  Colorado. 
W75-12372  8-24     2E 

ARMY  ENGINEER  DISTRICT,  ANCHORAGE, 
ALASKA. 

Flood  Plain  Information:  Glacier  Creek,  Gird- 
wood,  Alaska. 
W75-00539  8-01      4A 

Flood  Plain  Information:  Mendenhall  River,  Ju- 
neau, Alaska. 
W75-00996  8-02     4A 

Flood      Plain      Information:      Rabbit      Creek, 

Anchorage,  Alaska. 

W75-01936  8-04     4A 

Special  Flood  Hazard  Report:  Chester  Creek, 

Greater  Anchorage  Area, 

W75-08173  8-16     4A 

ARMY  ENGINEER  DISTRICT,  BALTIMORE. 

Flood  Plain  Information:  Mill  Run,  Blair  Coun- 
ty, Pennsylvania. 
W75-10568  8-21      4A 

ARMY  ENGINEER  DISTRICT,  BALTIMORE, 
MD. 

Flood  Plain  Information:   Neabsco  Creek  and 
Cow  Branch,  Prince  William  County,  Virginia, 
W75-00542  8-01      4A 


Flood     Plain     Information:     (Patuxent    River) 
Western  Branch  (Folly,  Lottsford  and  Vald  Hill 
Br.),  Prince  Georges  County,  Maryland. 
W75-04754  8-09      4A 

Chenango  River,  Flood  Plain  Information. 
W75-06677  8-13      2E 

Susquehana  River,  Flood  Plain  Information. 
W75-06678  8-13     2E 

Susquehanna     and     Chenango     Rivers-Flood 

Plain  Information. 

W75-06679  8-13     2E 

Sixes    Bridge  Dam   and    Lake,    Maryland   and 

Pennsylvania  (Final     Environmental     Impact 

Statement). 

W75-08015  8-16     8F 

Fourmile    Run    Local    Floodplain    Protection, 
City  of  Alexandria  and  Arlington  County,  Vir- 
ginia (Final  Environmental  Impact  Statement). 
W75-08025  8-16     4A 

Verona    Dam    and    Lake,    Virginia   (Final   En- 
vironmental Impact  Statement). 
W75-08056  8-16      8F 

Flood    Plain    Information:    Loyalsock    Creek, 

Lycoming  County,  Pennsylvania. 

W75-09104  8-18      4A 

Flood     Plain     Information:     Antietam     Creek, 

Washington  County,  Maryland. 

W75-09I21  8-18      4A 

Flood  Plain  Information:  Bloomsburg,  Colum- 
bia County,  Pennsylvania-Susquehanna  River. 
W75-10561  8-21      4A 

Flood  Plain  Information  Report:  Seneca  Creek, 

Montgomery  County,  Maryland. 

W75-I0567  8-21      4A 

Flood      Plain  Information:      West      Branch 

Susquehanna  River,       Lycoming       County, 

Pennsylvania. 

W75-10576  8-21      4A 

ARMY  ENGINEER  DISTRICT,  BUFFALO,  N.Y. 

Diked   Disposal  Area.   Buffalo   River,   Buffalo 
Harbor,  Black  Rock  Channel,  Tonawanda  Har- 
bor, Erie  County,  New  York  (Final  Environ- 
mental Impact  Statement). 
W75-00931  8-02     5G 

Flood      Plain       Information:       Plum      Creek, 
Cuyahoga  and  Lorain  Counties,  Ohio. 
W75-09U6  8-18      4A 

Flood  Plain  Information:  Ley  Creek,  Salina  and 

Dewitt    Townships,    Onondaga    County,    New 

York. 

W75-II785  8-23      4A 

Flood  Plain  Information:  Flood  Hazard  Report 
of  4-7  July  1969  Flood,  Huron  River,  Norwalk 
Creek,  Ohio. 
W75-11787  8-23      4A 

Flood   Plain   Information:    Plum   Creek,   Brun- 
swick  Hills   and    Medina   Townships,    Medina 
County,  Ohio. 
W75-11788  8-23      4A 

Flood   Plain    Information:   Chittenango   Creek. 
Bridgeport,  Onondaga  and  Madison  Counties, 
New  York. 
W75-11792  8-23     4A 

Diked    Disposal   Area   Site   No    12,   Cleveland 

Harbor,  Cuyahoga  County,  Ohio. 

W75-12255  8-24     5E 


Flood  Plain  Information:  Ellicott  Creek  in  the 
Towns  of  Lancaster  and  Alden  and  the  Village 
of  Alden,  Erie  County,  New  York. 
W75-12365  8-24     6F 

Flood    Plain    Information:    Tonawanda    Creek 
and  Its  Affected  Tributaries,  Erie  and  Niagara 
Counties,  New  York. 
W75-I2373  8-24     2E 

ARMY  ENGINEER  DISTRICT,  BUFFALO,  NY. 

Diked    Disposal    Area,    Huron    Harbor.    Erie 
County,  Huron,  Ohio  (Final  Environmental  Im- 
pact Statement). 
W75-08048  8-16     5G 

ARMY  ENGINEER  DISTRICT,  CHICAGO,  ILL. 

Flood    Plain    Information:    De    Neveu    Creek, 
Fond  Du  Lac  River,  Main  Stem  -  East  Branch  - 
West  Branch,  Fond  Du  Lac  County,  Wiscon- 
sin, 
W75-00545  8-01      4A 

Flood  Plain  Information;  Sheboygan  River  and 
Mullet  River,  Sheboygan  County,  Wisconsin. 
W75-00547  8-01      4A 

Flood    Plain    Information:    Fox    River   -    Lake 
Winnebago,     City     of     Oshkosh,     Winnebago 
County.  Wisconsin. 
W75-00989  8-02      4A 

Flood   Plain   Information:    Report  on   the   Des 
Plaines  River,  Illinois  and  Wisconsin. 
W75-04746  8-09     4A 

Flood  Plain  Information:  Deep  River,  Turkey 
Creek,  Duck  Creek,  Lake  County,  Indiana. 
W75-09092  8-18      4A 

Flood  Plain  Information,  Pigeon  River.  Clinton- 

ville,  Wisconsin. 

W75-09108  8-18      4A 

Flood    Plain   Information:    Macon   County.    Il- 
linois. 
W75-10565  8-21      4A 

ARMY  ENGINEER  DISTRICT,  DETROIT, 
MICH. 

Great    Lakes    Connecting   Channels    Widening 
and    Deepening    Bends    in    St.    Mary"s    River 
Michigan.  Phase  III,  (Final  Environmental  Im- 
pact Statement), 
W75-02969  8-06      4A 

Confined  Disposal  Facility,  Grand  Haven  Har- 
bor Ottawa  County,  Michigan  (Final  Environ- 
mental Impact  Statement, 
W75-06174  8-12      5G 

Navigation    Season    Extension    Demonstration 
Program    (Final    Environmental    Impact    State- 
ment). 
W75-08044  8-16     4A 

Flood  Plain  Information:  Upper  River  Rouge. 

Minnow  Pond  Drain,  Bell  Branch  and  Tarabusi 

Creek,      Wayne       and      Oakland      Counties. 

Michigan. 

W75-10575  8-21      4A 

ARMY  ENGINEER  DISTRICT,  FORT  WORTH, 
TEX. 

Lakeview  Lake.  Mountain  Creek,  Trinity  River 

Basin,    Texas    (Final    Environmental    Impact 

Statement). 

W75-O8028  8-16      8A 

Flood    Plain    Information:    Nueces    River   and 
Turkey  Creek,  Crystal  City,  Texas. 
W75-09117  8-18     4A 
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ARMY  ENGINEER  DISTRICT,  LOS  ANGELES,  CALIF. 


Detailed  Project  Report  for  Local  Flood  Pro- 
tection,  Zacate  Creek,   Laredo,  Texas  (Final 
Environmental  Impact  Statement). 
W75-09813  8-19     4A 

Flood  Plain  Information:  Hackberry  Creek  and 
Cottonwood  Branch,  Dallas  County,  Texas. 
W75-12379  8-24     4A 

ARMY  ENGINEER  DISTRICT,  GALVESTON, 
TEX. 

Special    Flood    Hazard    Information:    Cypress 

Creek,  Harris  County,  Texas. 

W75-04742  8-09     4A 

Special     Flood     Hazard     Information:     Clear 
Creek,    Brazoria,    Fort    Bend,    Galveston    and 
Harris  Counties,  Texas. 
W75-04743  8-09     4A 

Flood  Plain  Information  -  Williamson  Creek, 

Austin,  Texas. 

W75-04747  8-09      4A 

Flood     Plain     Information     -     Cedar     Bayou, 
Houston  Metropolitan  Area,  Texas. 
W75-04748  8-09     4A 

Flood     Plain     Information     -    Goose    Creek, 

Baytown,  Texas. 

W75-04750  8-09      4A 

Flood   Plain   Information  -  Greens  and   Halls 

Bayous,  Harris  County,  Texas, 

W75-04853  8-10     4A 

Flood    Plain    Information:    Chocolate    Bayou, 

Brazoria  County,  Texas, 

W75-04854  8-10     4A 

Guadalupe  River,  Texas  (Removal  of  Log 
Jams)  (Final  Environmental  Impact  Statement). 
W75-08021  8-16     4  A 

Aquatic  Plant  Control  on  Lake  Corpus  Christi, 
W75-II194  8-22     5G 

Flood   Plain    Information:    Spring   and    Willow 
Creeks,  Houston  Metropolitan  Area,  Texas. 
W75-I2371  8-24      4 

ARMY  ENGINEER  DISTRICT,  HUNTINGTON, 
W.  VA. 

Cabin  Creek,  An  Accumulation  of  Unpaid  So- 
cial and  Environmental  Costs  in  Appalachia, 
W75-07767  8-15     5G 

ARMY  ENGINEER  DISTRICT, 
JACKSONVILLE,  FLA. 

Aquatic     Plant     Control     Program,     State     of 
Florida    (Final    Environmental    Impact    State- 
ment). 
W75-04598  8-09     5G 

Central   and  Southern    Florida    Project,    Lake 

Okeechobee  (Final      Environmental      Impact 

Statement). 

W75-08027  8-16     4A 

Virginia  Key   Beach  Erosion  Control  Project, 
Second     Periodic     Nourishment     and     Groins 
(Final  Environmental  Impact  Statement). 
W75-08053  8-16     8A 


Operation  Clean  Sweep, 
W75-11I92 


8-22     5G 


ARMY  ENGINEER  DISTRICT,  JUNEAU, 
ALASKA. 

Flood    Plain    Information,    Lemon    Creek,   Ju- 
neau, Alaska, 
W75-00549  8-01      4A 

ARMY  ENGINEER  DISTRICT,  KANSAS  CITY, 
KANS. 

Flood    Plain   Information:   Three    Mile   Creek, 

Leavenworth,  Kansas. 

W75-09090  8-18     4A 

Flood  Plain  Information,  Kansas  and  Big  Blue 

Rivers,  Manhattan,  Kansas. 

W75-09U4  8-18     4A 

ARMY  ENGINEER  DISTRICT,  KANSAS  CITY, 
MO. 

Harry  S.  Truman  Dam  and  Reservoir,  Osage 
River,  Missouri  (Supplement  to  Final  Environ- 
mental Impact  Statement). 
W75-00929  8-02     8A 

Flood  Plain  Information:  Blue  River  and  Tribu- 
taries, Johnson  County,  Kansas. 
W75-04744  8-09     4A 

Flood  Plain  Information:  Big  Creek,  Chetolah 
Creek  and  Lincoln  Draw,  Hays,  Kansas. 
W75-04749  8-09      4A 

Flood  Plain  Information:  Shunganunga  Creek, 

Topeka,  Kansas. 

W75-04751  8-09      4  A 

Flood  Plain  Information:  Kansas  and  Wakarusa 

Rivers,  Lawrence,  Kansas, 

W75-04852  8-10     4A 

Flood  Plain  Information:  Femme  Osage  Creek, 

St.  Charles  County,  Missouri. 

W75-06107  8-12      4A 

Flood   Plain   Information:   Hinkson  Creek  and 
Tributaries  and  Bear  Creek,  Columbia,  Missou- 


W75-06108 


8-12      4A 


Closure    Conditions    Mouth    of    the    Russian 

River, 

W75-I1454  8-23     2L 


Flood  Plain  Information:  Rock  Creek,  Indepen- 
dence, Missouri. 
W75-06109  8-12      4A 

Flood    Plain    Information:    One    Hundred    and 

Two  River,  St.  Joseph,  Missouri. 

W75-06110  8-12      4A 

Flood  Plain  Information:  Blacksnake  Creek,  St. 

Joseph,  Missouri. 

W75-06768  8-13      4A 

Flood    Plain    Information:    Little    Blue    River, 
East  Fork,  White  Oak  Branch,  Jackson  Coun- 
ty, Missouri, 
W75-06770  8-13      4A 

Flood  Plain  Information:  Spring  Branch,  Inde- 
pendence, Missouri. 
W75-06779  8-13      4A 

Shoal  Creek  Channel,  Chariton-Little  Chariton 

Basins,  Missouri  (Final  Environmental  Impact 

Statement). 

W75-08024  8-16     4A 

Flood   Plain   Information:   Marais  Des  Cygnes 
River,  Melvern  to  Ottowa,  Kansas,  Volume  1. 
W75-08176  8-16     4A 

Flood      Plain      Information:      Turkey     Creek, 

Metropolitan  Kansas  City. 

W75-09109  8-18     4A 


Flood  Plain  Information,  Mulberry  Creek,  Dry 

Creek,  Salina,  Kansas. 

W75-09I12  8-18     4A 

Flood    Plain    Information:    Smoky    Hill    River, 

Saline    River,    Dry    Creek    Diversion,    Salina, 

Kansas. 

W75-09I13  8-18     4A 

Flood    Plain    Information:    Republican    River, 

Franklin,  Nebraska. 

W75-09119  8-18     4A 

Harry  S.  Truman  Dam  and  Reservoir,  Osage 
River,    Missouri,    Apendix   A   (Final   Environ- 
mental Impact  Statement). 
W75-10363  8-21      8A 

Flood  Plain  Information:  East  Fork  One  Hun- 
dred and  Two  River,  Bedford,  Iowa. 
W75-10566  8-21      4A 

Flood  Plain  Information:  Contrary  Creek,  St. 

Joseph,  Missouri. 

W75-11791  8-23      4A 

ARMY  ENGINEER  DISTRICT,  LITTLE  ROCK, 
ARK. 

Table  Rock  Lake,  White  River,  Missouri  (Final 

Environmental  Impact  Statement). 

W75-09818  8-19     8C 

ARMY  ENGINEER  DISTRICT,  LOS  ANGELES, 
CALIF. 

Gila  River  Channel  Improvements  Between 
Camelsback  Reservoir  Site  and  Salt  River 
Arizona  (Upper  End  of  Safford  Valley 
Between  the  Brown  Canal,  etc..)  (Final  En- 
vironmental Impact  Statement). 
W75-02972  8-06      3B 

Flood     Plain     Information:     Los     Penasquitos 
Drainage  Area,  San  Diego  County,  California. 
W75-06793  8-13     4  A 

Flood     Plain     Information:     Agua     Hedionda 
Creek,    Pacific    Ocean    to    Buena,    San    Diego 
County,  California. 
W75-07087  8-14     4A 

Gila  River  Basin,  New  River  and  Phoenix  City 
Streams,  Arizona:  Alternative  Plans  for  Flood 
Control  and  Recreational  Development. 
W75-07331  8-14     4A 

Report  on  Water  Supply,  Fort  Huachuca  and 

Vicinity,  Arizona. 

W75-07332  8-14      4B 

Flood  Plain  Information:  San  Diego  Creek  and 
Peters  Canyon  Wash,  Orange  County,  Califor- 
nia, 
W75-08175  8-16      4A 

Flood  Plain  Information:  Salt  Creek,  Riverside 

County,  California. 

W75-08177  8-16     4A 

Flood  Plain  Information:  Wilson  and  Wildwood 
Creeks,  San  Bernadino  County,  California, 
W75-08178  8-16     4A 

Flood  Plain  Information:  Virgin  River  and  Fort 
Pierce  Wash,  Vicinity  of  St.  George,  Washing- 
ton County,  Utah, 
W75-08184  8-16     4A 

Flood  Plain  Information:  Santa  Clara  River  and 
Sespe  Creek,  Fillmore,  California. 


W75-09084 


8-18      4A 
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ARMY  ENGINEER  DISTRICT,  LOS  ANGELES,  CALIF. 

Flood    Plain    Information:    Santa    Ana    River 
(Imperial  Highway  to  Prado  Dam),  Orange  and 
Riverside  Counties,  California. 
W75-09096  8-18     4  A 

Flood     Plain     Information:     Lower     Santiago 

Creek,  Orange  County,  California. 

W75-09U1  8-18     4A 

Flood  Plain  Information:  Ventura  River,  Ven- 
tura County,  California. 
W75-11790  8-23     4A 

Flood   Plain   Information:    Hassayampa   River, 

Vicinity  of  Wickenburg,  Arizona. 

W75-12370  8-24     4A 

ARMY  ENGINEER  DISTRICT,  LOUISVILLE, 
KY. 

Markland  Locks  and  Dam  Highway  Bridge  and 
Approaches,  Kentucky  and  Indiana  (Final  En- 
vironmental Impact  Statement). 
W75-08041  8-16     4C 

ARMY  ENGINEER  DISTRICT,  MOBILE,  ALA. 
Flood  Plain  Information;  Chattahoochee  River, 
Buford  Dam  to  Whitesburg,  Georgia. 
W75-00540  8-01      4A 

Special    Flood     Hazard    Information    Report; 
Coosa   River-Etowah   River-Oostanaula   River, 
Rome,  Floyd  County,  Georgia, 
W75-00544  8-01      4A 

Special    Flood     Hazard    Information    Report: 
Tombigee  River,  Aberdeen  to  Amory,  Lower 
Town  Creek,  Monroe  County,  Mississippi. 
W75-01934  8-04      4A 

Flood    Plain    Information:    Pearl    River-Neely 
Creek,  Vicinity  of  Jackson,  Hinds,  Rankin  and 
Madison  Counties,  Miss. 
W75-01935  8-04      4A 

Special    Flood     Hazard     Information    Report: 
Yockanookany  River,  Dye  Ditch  and  Munson 
Creek,  Kosciusko,  Attala  County,  Mississippi. 
W75-04204  8-08     4A 

Flood      Plain      Information:      Choctawhatchee 
River,  Pea  River,  Double  Bridges  Creek,  City 
of  Geneva,  Alabama. 
W75-042I2  8-08      4A 

Special    Flood     Hazard     Information    Report: 

Bayou  Sara,  Bayou  Sara  Creek,  Norton  Creek, 

Hells    Swamp    Branch,    Vicinity    of    Saraland, 

Alabama. 

W75-06773  8-13     4A 

Special  Flood  Hazard  Information  Report:  Gal- 
lagher  Creek,    Meridian,    Lauderdale   County, 
Mississippi. 
W75-06792  8-13     4A 

Special  Flood  Hazard  Information  Report:  At- 
lanta,    Georgia,     Including     Peachtree     Creek 
Basin  in  Dekalb  County. 
W75-09085  8-18     4A 

Flood   Plain   Information:   Vicinity  of  Austell, 

Georgia,  Sweetwater  Creek. 

W75-09101  8-18     4A 

Special    Flood     Hazard     Information    Report: 
Chickasawhay     River,     Waynesboro,     Wayne 
County,  Mississippi. 
W75-10569  8-21      4A 

Flood     Plain     Information:     Catoma     Creek, 

Vicinity  of  Montgomery,  Alabama. 

W75-10574  8-21      4A 
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ARMY  ENGINEER  DISTRICT,  NASHVILLE, 

TENN. 

Flood    Plain    Information,    Cumberland    River 
and  Straight  Creek,  Pineville,  Kentucky. 
W75-00548  8-01      4A 

Flood  Plain  Information,  Clear  Fork  and  Elk 

Creek,  Jellico,  Tennessee. 

W75-00990  8-02      4A 

Flood    Plain    Information,    Mill   Creek.    Seven 

Mile  Creek,  Nashville,  Tennessee. 

W75-0099I  8-02      4  A 

Flood    Plain    Information,    Cumberland    River, 
Poor,  Clover  and   Martins   Forks,  and  Catron 
Creek,  Harlan,  Kentucky. 
W75-00992  8-02     4A 

Flood    Plain    Information,   Cumberland    River, 

Richland    and    Fighting    Creeks,    Barbourville, 

Kentucky. 

W75-00993  8-02     4A 

Flood  Plain  Information,  Poor  Fork,  Cloverlick 
Creek  and   Looney  Creek,  Cumberland,   Ken- 
tucky. 
W75-00997  8-02      4A 

Flood    Plain    Information,    Wells    Creek    and 
Tributaries,  City  of  Erin,  Tennessee. 
W75-01933  8-04      4A 

Corbell  Hull  Dam  and  Reservoir,  Cumberland 

River,  Tennessee  (Final  Environmental  Impact 

Statement). 

W75-08020  8-16     8A 

ARMY  ENGINEER  DISTRICT,  NEW  ORLEANS, 
LA. 

Atchafalaya  River  and  Bayous,  Chene,  Boeuf, 
and  Black,  Louisiana  (Final  Environmental  Im- 
pact Statement). 
W75-00293  8-01      4A 

Brush    Bayou,    Louisiana.    Associated    Water 
Feature,  Boggy  and  Cypress  Bayous,  Wallace 
Lake,     (Final     Environmental     Impact     State- 
ment),. 
W75-00367  8-01      4A 

Morgan   City,    Louisiana,   and    Vicinity   (Final 

Environmental  Statement). 

W75-00474  8-01      8A 

Water  Quality  Aspects  of  the  1973  Opening  of 
the    Mississippi    River    Diversion    Spillway    at 
Bonnet  Carre,  Louisiana,  U.S.A., 
W75-04256  8-08      5B 

An  Ecological  Study  of  a  Baldcypress  Swamp 

in  St.  Charles  Parish,  Louisiana, 

W75-04364  8-09      2H 

Red  River  Waterway,  Louisiana,  Texas  Arkan- 
sas, and  Oklahoma,  and  Related  Projects  (Final 
Environmental  Impact  Statement). 
W75-08045  8-16      8A 

Crude    Oil   and    Natural   Gas    Production    and 
Other  Mining  Operations  in  Navigable  Waters 
Along  the  Louisiana  Coast  (Final  Environmen- 
tal Impact  Statement). 
W75-09823  8-19     5G 

Field  Tests  of  Slow-Release  Herbicides, 
W75-U193  8-22     5G 

ARMY  ENGINEER  DISTRICT,  NEW  YORK. 

Control  of  Water  Chestnut  with  2,4-D  Amine. 
W75-05806  8-11      4A 


Maintenance   Dredging,   Port  Chester  Harbor, 
New  York  (Final  Environmental  Impact  State- 
ment), 
W75-06176  8-12      5G 

Maintenance    of    Mamaroneck    Harbor,    N.Y. 
(Final  Environmental  Impact  Statement), 
W75-06177  8-12     5G 

Maintenance    of    Bay    Ridge    and    Red    Hook 
Channels.  New  York  Navigation  Project  (Final 
Environmental  Impact  Statement), 
W75-07784  8-15      8A 

Maintenance  of  Buttermilk  Channel,  New  York 
(Final  Environmental  Impact  Statement). 
W75-08017  8-16      8A 

Application  for  Permit  to  Construct  a  Dam  on 
Murderers   Creek   Green   County,    New    York 
(Final  Environmental  Impact  Statement). 
W75-08023  8-16     8D 

Maintenance  Dredging,  Bronx  River.  New 
York  (Final  Environmental  Impact  Statement). 
W75-08037  8-16     8A 

New   Rochelle   and   Echo   Bay   Harbors,   New 
York  (Final  Environmental  Impact  Statement). 
W75-08046  8-16      8A 

ARMY  ENGINEER  DISTRICT,  NORFOLK,  VA. 

Flood  Plain  Information:  North  Run,  Henrico 

County.  Virginia, 

W75-O4208  8-08      2E 

Flood   Plain   Information:   Gillies  Creek,   Hen- 
rico County,  Virginia, 
W75-04209  8-08     2E 

Flood  Plain  Information:  North  Fork  Rivanna 
River,  Albemarle  County,  Virginia. 
W75-04745  8-09     4A 

Flood  Plain  Information:  Mechunk  Creek,  Al- 
bemarle County,  Virginia. 
W75-04752  8-09     4A 

Flood     Plain     Information-Coastal     Flooding, 

City  of  Chesapeake.  Virginia. 

W75-04753  8-09      4A 

Norfolk       Harbor,       Virginia  (Maintenance 

Dredging)    (Final    Environment  Impact    State- 
ment), 

W75-06173  8-12      4A 

Water   Intake    and    Pump    Station    of   City   of 
Chesapeake,  Virginia  (Northwest  River)  (Final 
Environmental  Impact  Statement), 
W75-06179  8-12      8C 

Hampton         Creek         Navigation         Project 
(Maintenance     Dredging)     Hampton,     Virginia 
(Final  Environmental  Impact  Statement). 
W75-08026  8-16     4A 

Channel       to       Newport       News,       Virginia 
(Maintenance    Dredging)    (Environmental    Im- 
pact Statement). 
W75-08057  8-16      8A 

Flood    Plain    Information:    Beaverdam    Creek, 

Hanover  County,  Virginia, 

W75-08180  8-16     4A 

Flood  Plain  Information-Mechums  River.  Al- 
bemarle County,  Virginia. 
W75-09O91  8-18     4A 

Flood     Plain     Information-Coastal     Flooding, 

Portsmouth,  Virginia. 

W75-09097  8-18      4A 
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ARMY  ENGINEER  DISTRICT,  SAN  FRANCISCO,  CALIF. 


Flood    Plain    Information;    Tuckahoe    Creek, 

Henrico  County,  Virginia. 

W75-09115  8-18     2E 

Flood  Plain  Information:  Smith  Creek  -  Clifton 
Forge  and  Alleghany  County,  Virginia. 
W75-09118  8-18     4A 

Flood  Plain  Information:  Meadow  Creek,  Al- 
bemarle County  and  Charlottesville,  Virginia. 
W75-I0564  8-21      4A 

Flood      Plain      Information:      Falling     Creek, 

Chesterfield  County,  Virginia. 

W75-10577  8-21      4A 

Flood   Plain   Information:   James   River,   Eagle 
Rock  to  Lick  Run,  Botetourt  County,  Virginia. 
W75-10578  8-21      4A 

Flood  Plain  Information:  Johnson  Creek  and 
Tributary,  Chesterfield  County,  Virginia. 
W75-10579  8-21      4A 

Flood   Plain   Information:   Moores   Creek,   Al- 
bemarle County  and  Charlottesville,  Virginia. 
W75-I2366  8-24     4A 

Flood     Plain     Information-Coastal     Flooding: 

Town  of  Poquoson,  Virginia. 

W75-12367  8-24     4A 

Flood  Plain  Information:  Meherrin  River,  Em- 
poria, Virginia. 
W75-12368  8-24     4A 

Flood      Plain      Information:      James      River, 

Howardsville  to  Scottsville,  Albemarle  County, 

Virginia. 

W75-12375  8-24     4A 

ARMY  ENGINEER  DISTRICT,  OMAHA,  NEB. 

Flood  Plain  Information:  Brookings,  Brookings 
County,  South  Dakota,  Volume  I  -  Deer  Creek. 
W75-10570  8-21      4A 

ARMY  ENGINEER  DISTRICT,  OMAHA,  NEBR. 

Missouri   River  Garrison   Dam   to  Lake   Oahe 
Reservoir  (Final  Environmental  Impact  State- 
ment). 
W75-08061  8-16     8A 

Flood      Plain      Information:      Crow      Creek, 

Cheyenne,  Wyoming, 

W75-08174  8-16     4A 

Flood  Plain  Information:   Rapid  Creek,  Rapid 

City,  South  Dakota, 

W75-08I83  8-16     4A 

Flood    Plain    Information:    Goldsmith    Gulch, 

Dutch  Creek,  Lilley  Gulch,  and  Coon  Creek, 

Volume     VI,     Denver    Metropolitan     Region, 

Colorado. 

W75-10563  8-21      4A 

ARMY  ENGINEER  DISTRICT, 
PHILADELPHIA,  PA. 

Flood   Plain   Information:    East    Branch   Bran- 

dywine  Creek,  (Downingtown  to  the  Junction 

of  East  and  West  Branches)  Chester  County, 

Pennsylvania, 

W75-00543  8-01      4A 

Flood    Plain    Information:    Pennypack    Creek, 
(Meadow       Brook,       Southhampton       Creek, 
Huntingdon    Valley    Creek,    Blair    Mill    Run) 
Montgomery  County,  Pa, 
W75-00546  8-01      4A 

Flood  Plain  Information,  Little  Bushkil!  Creek, 

and    Shoeneck    Creek,    Northampton    County, 

Pennsylvania. 

W75-00994  8-02     4A 


Flood      Plain      Information,      (rum      Creek, 

Delaware  County,  Pennsylvania. 

W75-00995  8-02     4A 

Flood   Plain    Information:    Brandywine   Creek, 

New  Castle  County,  Delaware, 

W75-04855  8-10     4A 

Late-Stage  Public  Meeting  Study  of  the  New 
Jersey  Coastal  Inlets  and   Beaches  from   Bar 
negat  Inlet  to  Longport, 
W75-06766  8-13     4D 

Blue  Marsh  Lake  Project,  Tulpehocken  Creek, 

Pennsylvania     (Final     Environmental     Impact 

Statement). 

W75-08019  8-16     8D 

Flood   Plain   Information:   Toms   River,   Union 
Branch,   Ridgeway   Branch   and   Long   Swamp 
Creek,  Ocean  County,  New  Jersey, 
W75-09098  8-18     4A 

Flood    Plain    Information:    Pompeston    Creek 

Burlington  County,  New  Jersey. 

W75-09099  8-18     4A 

Flood  Plain  Information:  Mill  Creek,  New  Cas- 
tle County,  Delaware. 
W75-09120  8-18     4A 

Flood     Plain     Information:     Bushkill     Creek, 

Vicinity  of  Easton,  Pennsylvania. 

W75-10560  8-21      4A 

Flood   Plain   Information:    Brandywine   Creek, 

Chester  County,  Pennsylvania. 

W75-10562  8-21      4A 

Flood   Plain   Information:    White   Clay   Creek, 

New  Castle  County,  Delaware. 

W75-10571  8-21      4A 

Flood    Plain    Information:    Shabakunk    Creek, 
West  Branch  Shabakunk  and  Little  Shabakunk 
Creeks,  Mercer  County,  New  Jersey. 
W75-10572  8-21      4A 

ARMY  ENGINEER  DISTRICT,  PITTSBURGH, 
PA. 

Flood  Plain  Information:  Monongahela  River, 

Greene  County,  Pennsylvania. 

W75-01937  8-04      4A 

Hannibal  Locks  and   Dam,   Ohio  River,  Ohio 

and  West  Virginia  (Final  Environmental  Impact 

Statement). 

W75-08040  8-16      8A 

Flood     Plain     Information,     Allegheny    River, 

Clarion  County,  Pennsylvania, 

W75-08179  8-16      4A 

ARMY  ENGINEER  DISTRICT,  PORTLAND, 
OREG. 

Operation   of   Cougar  Lake   Project  and  Con- 
struction of  McKenzie  River  Salmon  Hatchery, 
McKenzie  River  Basin,  Lane  County,  Oregon 
(Final  Environmental  Impact  Statement). 
W75-00294  8-01      4A 

New  Techniques  in  Forecasting  Runoff  From 

Snow, 

W75-00888  8-02     4A 

Dredging  of  Lewis  and  Clark  Connecting  Chan- 
nel,  Clatsop  County,  Oregon  (Final  Environ- 
mental Impact  Statement), 
W75-06169  8-12     4A 

Roller   Compacted    Concrete    Studies   at    Lost 

Creek  Dam, 

W75-06491  8-13     8F 


Channel    Extension,    Siuslaw    River   and    Bar, 
Land    County,    Oregon    (Final    Environmental 
Impact  Statement). 
W75-08043  8-16     8A 

Flood    Plain    Information,    Willamette    River, 
Johnson,   Kellogg  and  Mt.  Scott  Creeks,   Mil 
waukie-Oak  Grove-Lake  Oswego,  Oregon. 
W75-12369  8-24      4A 

Flood  Plain  Information:  South  Santiam  River, 

Lebanon,  Oregon. 

W75-12376  8-24     4A 

ARMY  ENGINEER  DISTRICT,  SACRAMENTO, 
CALIF. 

Flood     Plain     Information:     Farmington     Bay 
Tributaries,  Farmington-Centerville,  Utah, 
W75-00550  8-01      4A 

Flood   Plain   Information:   Jordan   River  Com- 
plex II,  Midvale-Draper,  Utah. 
W75-04205  8-08      4A 

Bed  Form  Response  to  Nonsteady  Flows, 
W75-06533  8-13     2J 

Flood    Plain    Information:    Animas    River   and 

Tributaries,  Durango,  Colorado. 

W75-09100  8-18     4A 

Plan    Formulation    and    Evaluation    Studies- 
Recreation.  Vol  I  of  V.  Evaluation  of  Recrea- 
tion Use  Surveys  Procedures, 
W75-10342  8-20     6B 

Plan    Formulation    and    Evaluation    Studies- 
Recreation.  Vol.  Ill  of  V.  A  Preliminary  Analy- 
sis of  Day  Use  Recreation  and  Benefit  Estima- 
tion Models  for  Selected  Reservoirs, 
W75-10343  8-20     6B 

Plan    Formulation    and    Evaluation    Studies- 
Recreation.  Vol.  IV  of  V.  Estimating  Recrea- 
tional Facility  Requirements, 
W75-10344  8-20     6B 

Plan    Formulation    and    Evaluation    Studies- 
Recreation.  Vol.  V  of  V.  A  Generalized  Recrea- 
tion Day  Use  Planning  Model, 
W75-10345  8-20     6B 

Flood    Plain    Information:    Northeast    Stream 

Group,  Stockton,  California. 

W75-U789  8-23      4A 

ARMY  ENGINEER  DISTRICT,  SAN 
FRANCISCO,  CALIF. 

Humboldt     Harbor     and     Bay     Jetties     and 
Dredging,   (Final  Environmental  Inpact  State- 
ment). 
W75-03706  8-07     4A 

Land  Application  Alternatives  for  Wastewater 

Management. 

W75-07135  8-14      5G 

Water    Resources    Development    by    the    U.S 
Army  Corps  of  Engineers  in  Arizona, 
W75-07979  8-16     4A 

Richmond        Inner       Harbor,        Maintenance 
Dredging,    Contra    Costa    County,    California 
(Final  Environmental  Impact  Statement). 
W75-08049  8-16     5G 

Warm  Springs  Dam  and  Lake  Sonoma  Project, 
Russian  River  Basin,  Sonoma  County,  Califor- 
nia, Part  I  (Final  Environmental  Impact  State- 
ment). 
W75-10298  8-20     8A 


OR-19 


ORGANIZATIONAL  INDEX 


ARMY  ENGINEER  DISTRICT,  SAN  FRANCISCO,  CALIF. 


Warm  Springs  Dam  and  Lake  Sonoma  Project, 
Russian  River  Basin,  Sonoma  County,  Califor- 
nia. Part  II  (Final  Environmental  Impact  State- 
ment). 
W75-I0299  8-20     8A 

ARMY  ENGINEER  DISTRICT,  SAN 
FRANCISCO,  CALIF.  ECONOMICS  BRANCH. 

Japan:  A  Survey  of  Ports,  Deep  Water  Ter- 
minals, and  Vessels, 
W75-07379  8-15     6C 

ARMY  ENGINEER  DISTRICT,  SAVANNAH, 
GA. 

Experience    with    Hydroelectric    Project    En- 
vironmental    Relationships     in      Southeastern 
United  States, 
W75-06675  8-13     8A 

Peacock  Creek,  Liberty  County,  Georgia  (Final 

Environmental  Impact  Statement), 

W75-07788  8-15     4A 

Tybee  Island  Georgia,  Beach  Erosion  Control 
Project    (Final    Environmental    Impact    State- 
ment). 
W75-10294  8-20     4D 

ARMY  ENGINEER  DISTRICT,  SEATTLE, 
WASH. 

Flood  Plain  Information:  Naches  River,  City  of 

Naches  and  Vicinity,  Washington, 

W75-06769  8-13     4  A 

Flood  Plain  Information:  Yakima  River,  City  of 

Selah  and  Vicinity,  Washington. 

W75-06772  8-13     4  A 

Ediz   Hook   Beach  Erosion  Control,  Port  An- 
geles, Washington  (Final  Environmental  Impact 
Statement). 
W75-09815  8-19     8A 

Special   Flood    Hazard    Information:    Issaquah 

and   Tibbetts   Creeks,    Issaquah    and    Vicinity. 

Washington. 

W75-12377  8-24     4A 

ARMY  ENGINEER  DISTRICT,  ST.  LOUIS,  MO. 

Meramec  Park  Lake,  Upper  Mississippi  River 
Basin,    Meramec    River,    Missouri,    Vol    I-II 
(Final  Environmental  Impact  Statement). 
W75-00478  8-01      8A 

Columbia  Drainage  and  Levee  District  No  3, 

Monroe  County,  Illinois  (Final  Environmental 

Statement), 

W75-03452  8-07      4A 

Expanding  Waste  Water  Treatment  Considera- 
tions at  Corps  of  Engineers  Recreation  Areas, 
W75-06941  8-14     5D 

ARMY  ENGINEER  DISTRICT,  ST.  PAUL, 

MINN. 

Flood  Plain  Management, 

W75-06063  8-12     4A 

ARMY  ENGINEER  DISTRICT,  TULSA,  OKLA. 

Operation   and    Maintenance   Program,   Wister 
Lake,  Poteau  River,  Oklahoma  (Final  Environ- 
mental Impact  Statement), 
W75-06170  8-12     4A 

Deep     Fork     Log-Jam,     Deep     Fork     River, 
Oklahoma  (Final  Environmental  Impact  State- 
ment), 
W75-06172  8-12     4A 

Big  Hill  Lake   Creek,  Kansas  (Final  Environ- 
mental Impact  Statement). 
W75-10293  8-20     8D 


Clayton   Lake,   Jack    Fork   Creek,   Oklahoma 
(Final  Environmental  Impact  Statement). 
W75- 10297  8-20     8A 

ARMY  ENGINEER  DISTRICT,  VICKSBURG, 
MISS. 

Bushley  Bayou,  Louisana  (Final  Environmental 

Impact  Statement). 

W75-09819  8-19     8D 

Flood  Plain  Information:  Ouachita  River,  Hot 
Springs    Creek,    Stokes   Creek,    Molly    Creek, 
Gulpha  Creek,  City  of  Hot  Springs,  Arkansas. 
W75-10559  8-21      4A 

ARMY  ENGINEER  DISTRICT,  VICKSBURG, 
MISS.  RIVER  STABILIZATION  BRANCH. 

Mississippi     River    and     Tributaries     Project, 
Problems    Relating    to    Changes    in    Hydraulic 
Capacity  of  the  Mississippi  River, 
W75-06212  8-12     8B 

ARMY  ENGINEER  DISTRICT,  WALLA 
WALLA,  WASH. 

Major  Drainage  Project,  Riverview,  Vicinity  of 
Pasco,   Washington   (Final   Environmental   Im- 
pact Statement), 
W75-06178  8-12      4A 

Flood       Plain       Information:       Mill       Creek, 
Kooskooskie  and  Vicinity,  Walla  Walla  Coun- 
ty, Washington. 
W75-06767  8-13      4A 

Special  Flood  Hazard  Information:  Mill  Creek, 

Umatilla  County,  Oregon. 

W75-06771  8-13      4A 

Flood  Plain  Information:  East  Fork  Big  Wood 

River,  Gimlet  Triumph,  Idaho. 

W75-09086  8-18     4A 


Flood  Plain  Information: 
Inkom.  Idaho,  and  Vicinity. 
W75-09087 


Portneuf     River, 


8-18      4A 


Flood     Plain      Information:     Orofino     Creek- 
Whiskey  Creek,  Orofino,  Idaho,  and  Vicinity. 
W75-09088  8-18      4A 

Special  Flood  Hazard  Information:  South  Fork 
Palouse  River,  Moscow,  Idaho,  and  Vicinity. 
W  75 -09089  8-18      4  A 

Flood  Plain  Information:  Warm  Springs  Creek, 

Ketchum,  Idaho,  and  Vicinity. 

W75-09102  8-18      4A 

Flood  Plain  Information:  Big  Wood  River,  Bel- 

levue-Hailey,  Idaho  and  Vicinity. 

W75-09110  8-18      4A 

Special    Flood    Hazard    Information:    Paradise 
Creek,  Pullman  and  Vicinity,  Washington. 
W75-12378  8-24      4A 

ARMY  ENGINEER  DIV.  NORTH  ATLANTIC, 
NEW  YORK. 

River  Crossing  Permits  for  Buckeye  Pipe  Line 
Co.  Proposed  Petroleum  Products  Pipeline 
System  Between  Linden,  New  Jersey  and 
Macungie.  Pennsylvania  (Final  Environmental 
Impact  Statement). 
W75-12258  8-24     8A 

ARMY  ENGINEER  DIV.  NORTH  PACIFIC, 
PORTLAND,  OREG.  WATER  QUALITY 
SECTION. 

Gas  Supersaturation  Problem  in  the  Columbia 

River, 

W75-02759  8-06     5C 


ARMY  ENGINEER  TOPOGRAPHIC  LAB., 
FORT  BELVOIR,  VA. 

Worldwide    Distributions    of    Mean    Monthly 
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Review  of  Recent  Work  on  Hail  Suppression  in 

Bulgaria, 

W75-09971  8-20     3B 
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FISCHEREI,  HAMBURG  (WEST  GERMANY). 
INSTITUT  FUER  KUESTEN-  UND 
BINNENFISCHEREI. 
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into    the    National    Wild    and    Scenic    Rivers 

System,    Ohio,    (Final    Environmental    Impact 

Statement). 

W75-06182  8-12     4D 

BUREAU  OF  RECLAMATION,  AURORA, 
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W75-10779  8-21      5B 
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mentation of  the  Colorado  River  System, 
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W75-00299  8-01      8A 
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W75-06367  8-13     3C 
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Environmental  Impact  Statement). 
W75-08050  8-16      8A 
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W75-08805  8-17     8B 
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The    Effect   of    Persistence   of   Agl    on    Ran- 
domized Weather  Modification  Experiments, 
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BUREAU  OF  RECLAMATION,  DENVER, 
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W75-I1843  8-23     5G 
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W75-06492  8-13     8B 

Earth  Manual,  A   Water  Resources  Technical 

Publication. 

W75-07046  8-14     8D 
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W75-I1152  8-22     8B 
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Managing  System  Operations— Central  Valley 

Project, 
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gions, 
W75-04603  8-09     6B 
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jects, 
W75-06067  8-12     8A 

Planning    Water   Resources    Projects   to   Max- 
imize Environmental  Benefits, 
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Initial  Stage,  Oahe  Unit,  Pick-Sloan  Missouri 
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Florida, 

W75-05802  8-11      5C 
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heading,  and  Filling  in  West  Bay,  Texas, 
W75-03175  8-06      5  A 

CORPS  OF  ENGINEERS,  HONOLULU, 
HAWAII. 

Nawiliwili  Small  Boat  Harbor,   Kauai,  Hawaii 
(Final  Environmental  Impact  Statement). 
W75-08031  8-16     8A 

CORPS  OF  ENGINEERS,  HONOLULU, 
HAWAII.  PACIFIC  OCEAN  DIV. 

Beach  Erosion  Control  Improvements,  Waikiki 

Beach,  Oahu,  Hawaii  (Kapahulu  Storm  Drain 

to  the  Elks  Club)  (Final  Environmental  Impact 

Statement), 

W75-07780  8-15      8A 

Kaimu  Beach  Hawaii,  Proposed  Shore  Protec- 
tion (Final  Environmental  Impact  Statement). 
W75-08052  8-16     8A 

Prevention  and  Mitigation  of  Shore  Damages, 
Kahului  Harbor,  Maui,  Hawaii  (Final  Environ- 
mental Impact  Statement). 
W75-09825  8-19      8A 

CORPS  OF  ENGINEERS,  NEW  YORK.  NORTH 
ATLANTIC  DIV. 

Waste    Water   Management   -   Alternatives   for 

the  Merrimack  River, 

W75-07122  8-14     5D 

Waste     Water     Management     -     A     Regional 

Problem, 

W75-07124  8-14      5C 

CORPS  OF  ENGINEERS,  OMAHA,  NEB. 
MISSOURI  RIVER  DIV. 

Effects     of     Sediment     on     Water     Resource 

Planning, 

W75-06056  8-12     5C 

CORPS  OF  ENGINEERS,  OMAHA,  NEBR. 
HYDROLOGY  AND  METEOROLOGY 
SECTION. 

Meteorology    and    Hydrology    of    Rapid    City 

Flood, 

W75-08824  8-17     2E 


CORPS  OF  ENGINEERS,  PORTLAND,  OREG. 
NORTH  PACIFIC  DIV. 

Computer  Use  for  River  Regulation, 
W75-04531  8-09      4A 

CORPS  OF  ENGINEERS,  PORTLAND,  OREG. 
RESERVOIR  CONTROL  CENTER. 

Computer  Use  for  River  Regulation, 

W75-08776  8-17      4A 

CORPS  OF  ENGINEERS,  WALTHAM,  MASS. 
NEW  ENGLAND  DIV. 

Providence   River  and    Harbor,    Rhode    Island 
(Final  Environmental  Impact  Statement). 
W75-06615  8-13      5G 

Maintenance  of  the  Federal  Navigation  Project 
in   Scarboro  River  at  Scarboro,   Maine  (Final 
Environmental  Impact  Statement). 
W75-09811  8-19      8A 

Charles  River  Dam,  Boston,   Mass  (Final  En- 
vironmental Impact  Statement). 
W75-09816  8-19      8D 

Proposed   Navigational   Maintenance   Dredging 
Project  at  Guilford  Harbor,  Guilford,  Connec- 
ticut (Final  Environmental  Impact  Statement). 
W75-0982I  8-19     8A 

CORPS  OF  ENGINEERS,  WASHINGTON,  D.C. 

ERTS  Program  of  the  U.S.  Army  Corps  of  En- 
gineers, 
W75-07489  8-15      7C 


Review  of  NPDES  Permits. 
W75-09248 


8-18      5G 


Permits  for  Activities  in  Navigable  Waters  or 

Ocean  Waters. 

W75-12263  8-24     6E 

CORROSION  CONTROL  TECHNOLOGISTS, 
HOUSTON,  TEX. 

Basic  Concepts  and  Practical  Aspects  of  Corro- 
sion Investigation, 
W75-11271  8-22     8G 

COULTER  ELECTRONICS,  INC.,  HIALEAH, 
FLA. 

Instrumentation  for  Filtration  Tests, 
W75-08897  8-18      5  A 

COUNCIL  FOR  SCIENTIFIC  AND  INDUSTRIAL 
RESEARCH,  PRETORIA  (SOUTH  AFRICA). 

Investigating  the  Environmental  Impact  of  En- 
gineering Projects, 
W75-02564  8-05      8A 

COUNCIL  FOR  THE  STUDY  OF  PRODUCTIVE 
FORCES,  ALMA-ATA  (USSR). 

Marginal     Cost      Estimates      of     the      Water 

Resources  of  the  USSR, 

W75-03342  8-07      6B 

COUNCIL  ON  ENVIRONMENTAL  QUALITY, 
WASHINGTON,  D.C. 

Amelioration  of  Effects  of  Oil  Spills. 
W75-04779  8-09      5G 

The  Future  of  Regional  Planning  in  the  United 

States, 

W75-07531  8-15      6B 

The  Fifth  Annual  Report  of  the  Council  on  En- 
vironmental Quality. 
W75-12203  8-24     6G 

COUNCIL  ON  THE  ENVIRONMENT  OF  NEW 
YORK  CITY. 

Waste    Oil:    The    Recapture    of    an     Energy 
Resource     (The     Generation,     Disposal     and 
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COUNCIL  ON  THE  ENVIRONMENT  OF  NEW  YORK  CITY. 


Recovery    of    Waste    Oil    in    the    New    York 

Metropolitan  Area), 

W75-10745  8-21      5D 

CRANE  CO.,  KING  OF  PRUSSIA,  PA. 
COCHRANE  ENVIRONMENTAL  SYSTEMS 
DIV. 

Microstraining   and   Disinfection   of  Combined 

Sewer  Overflows  -  Phase  III, 

W75-03054  8-06     5D 

CRAWFORD,  MURPHY  AND  TILLY,  INC., 
SPRINGFIELD,  ILL. 

Aerobic    Biostabilization   of   Sanitary    Landfill 

Leachate, 

W75-05507  8-11      5D 

CRIMEAN  LANDSLIDE  CONTRACT 
ADMINISTRATION,  YALTA  (USSR). 

Relation  Between  Transpiration  and  Leaf  Mass 

of  Trees,  (in  Russian), 

W75-03252  8-06     2D 

CROWN  ZELLERBACH  CORP.,  CAMAS, 
WASH. 

Four     Biological    Systems     for    Treating     In- 
tegrated Paper  Mill  Effluent. 
W75-0I287  8-03     5D 

CROWN  ZELLERBACH  CORP.,  CAMAS, 
WASH.  DEPT.  OF  MANUFACTURING 
SERVICES. 

Economic   Impact  of  Federal  Water  Pollution 
Control    Act    Amendments    on    the    Pulp    and 
Paper  Industry, 
W75-02007  8-04     5G 

Evaluation  of  Four  Biological  Systems  on  In- 
tegrated Paper  Mill  Effluent, 
W75-02038  8-04     5D 

CROWN  ZELLERBACH  CORP.,  CAMAS, 
WASH.  MICRO-BIOLOGICAL  RESEARCH. 

Control  of  Coliform  in  a  Sulphite  Mill  Aerated 

Stabilization  Basin, 

W75-02206  8-05     5D 

CUBIC  CORP.,  SAN  FRANCISCO,  CALIF. 

(ASSIGNEE) 

Waste  Water  Treatment  System, 

W75-02838  8-06     5D 

CULLIGAN,  INC.,  NORTHBROOK,  ILL. 

(ASSIGNEE). 

Method  of  Sterilizing  Reverse  Osmosis  Water 

Treatment  Units, 

W75-07806  8-15     5D 

CULP,  WESNER,  CULP  CLEAN  WATER 
CONSULTANTS,  CORONA  DEL  MAR,  CALIF. 

The    Importance   of   Salinity    in    Urban   Water 

Management, 

W75-06372  8-13      3C 

CUNNINGHAM  AND  RIVARD  APPRAISALS 
LTD.,  VANCOUVER  (BRITISH  COLUMBIA). 

Appraisal  of  Riparian  Rights, 

W75-017I9  8-04     6E 

CURRAN  ASSOCIATES,  INC., 

NORTHAMPTON,  MASS. 

An  Assessment  of  Wet  Systems  for  Residential 
Refuse  Collection:  Summary  Report, 
W75-04577  8-09     5D 

Economic    Analysis    of    the    Processing    and 

Disposal  of  Refuse  Sludges. 

W75-09406  8-19     5D 

Wet  Systems  for  Residential  Refuse  Collection: 
A  Case  Study  for  Springfield,  Massachusetts, 
W75-09407  8-19     5D 


Modifications  to  the  Executive  Computer  Pro- 
gram   for   Steady-State    Simulation    of   Waste- 
water Treatment  Facilities, 
W75-09775  8-19      5D 

CURRAN  ASSOCIATES,  INC., 
NORTHHAMPTON,  MASS. 

A  Preliminary  Assessment  of  Wet  Systems  for 

Residential  Refuse  Collection, 

W75-09405  8-19     5D 

CURTIS-LE  VANTINE  AND  ASSOCIATES, 
TARZANA,  CALIF. 

Development  of  a  Fixed  Site  Surface  Film  Oil 

Sampler, 

W75-05099  8-10     5A 

DALHOUSIE  UNIV.  HALIFAX,  (NOVA 
SCOTIA).  DEPT.  OF  BIOCHEMISTRY. 

Cadmium    and    Zinc    Binding    in    Mammalian 

Liver  and  Kidneys, 

W75-05485  8-11      5A 

DALHOUSIE  UNIV.,  HALIFAX  (NOVA 
SCOTIA).  DEPT.  OF  BIOLOGY. 

Nutrient  Competition  and  Division  Synchrony 

in  Phytoplankton. 

W75-01474  8-03      5C 

Limnological      Conditions      in      Five      Small 
Oligotrophic    Lakes    in    Terra    Nova    National 
Park.  Newfoundland, 
W75-08I3I  8-16     5C 

Seaweeds:  Their  Productivity  and  Strategy  for 

Growth, 

W75-08377  8-17     5C 

DALHOUSIE  UNIV.,  HALIFAX  (NOVA 
SCOTIA).  DEPT.  OF  OCEANOGRAPHY. 

Physical   and    Biological  Characteristics  of  an 
Upwelling  at  a  Station  Off  La  Jolla,  California 
During  1971, 
W75-07450  8-15      2L 

DALHOUSIE  UNIV.,  HALIFAX  (NOVA 
SCOTIA).  INST.  OF  OCEANOGRAPHY. 

Formation  and  Collapse  of  Surface  Films, 
W75-11642  8-23      2K 

DALHOUSIE  UNIV.,  HALIFAX  (NOVA 
SCOTIA).  TRACE  ANALYSIS  RESEARCH 
CENTRE. 

The  Determination  of  Traces  of  Lead  (II)  by 

Solid-State  Luminescence, 

W75-I1541  8-23      5A 

DALLAS  WATER  RECLAMATION  RESEARCH 
CENTER, TEX. 

Water   Quality   for   Potable    Reuse    of    Waste- 
water, 
W75-030O8  8-06     5D 

DALLAS  WATER  UTILITIES  DEPT.,  TEX. 

Trace  Metal  Removal, 

W75-02741  8-05     5D 

Water  Reuse:  Resource  of  the  Future, 
W75-08537  8-17     5D 

DALTON-DALTON-LITTLE-NEWPORT,  INC., 
CLEVELAND,  OHIO. 

Testing  of  Methods  for  Determination  of  Urban 

Runoff, 

W75-00212  8-01      4A 

DAMES  AND  MOORE,  PARK  RIDGE,  ILL. 

Geohydrology  of  Collier  County,  Florida, 
W75-11874  8-24     4B 


DAMES  AND  MOORE,  PHOENIX,  ARIZ. 

Earth-Dam  Seepage  and   Related   Land  Water 

Problems, 

W75-08973  8-18      4A 

DAMES  AND  MOORE,  WASHINGTON,  D.C. 

Heat  Transfer  in  Soil-Water-ice  Systems. 
W75-09742  8-19      2C 

DANISH  ATOMIC  ENERGY  COMMISSION, 
RISOE.  RESEARCH  ESTABLISHMENT. 

Environmental  Radioactivity  in  the   Faroes  in 

1973. 

W75-08663  8-17     5A 

Environmental    Radioactivity   in   Greenland   in 

1973, 

W75-08664  8-17      5A 

DANISH  HYDRAULIC  INST.,  COPENHAGEN. 
COMPUTATIONAL  HYDRAULICS  CENTER. 

Information    Exchange    on    Water    Resources 

Computer  Programs. 

W75-09591  8-19     7C 

DANMARKS  FISKERI-  OG 
HAVUNDERSOGELSER,  CHARLOTTENLUND. 

Studies    on    the    Biology    of    Danish    Stream 
Fishes:    III.   On   Seasonal    Fluctuations   in   the 
Stock  Density  of  Yellow  Eel  in  Shallow  Stream 
Biotopes.  and  Their  Causes, 
W75-09328  8-18      21 

DAR  ES  SALAAM  UNIV.  (TANZANIA). 

Vertical  Temperature  Profiles  in  Open-Channel 

Flow, 

W75-I2047  8-24      5B 

DARMOUTH  MEDICAL  SCHOOL,  HANOVER, 
N.H.  DEPT.  OF  ANATOMY. 

Embryopathic   Effects  of  Different  Routes  of 

Administration    of    Mercuric    Acetate    in    the 

Hamster, 

W75-II524  8-23     5C 

DARTMOUTH  COLL.  HANOVER,  N.  H.  DEPT. 
OF  EARTH  SCIENCES. 

Salinity  Variations  in  Sea  Ice. 

W75-00772  8-02     2C 

DARTMOUTH  COLL.,  HANOVER,  N.H.  DEPT. 
OF  GEOGRAPHY. 

Investigation     of     Land     Use     of     Northern 
Megalopolis  Using  ERTS-1  Imagery, 
W75-04726  8-09     7C 


Modal  Cities, 
W75-07967 


8  -16     6B 


DARTMOUTH  COLL.,  HANOVER,  N.H.  DEPT. 
OF  PHYSIOLOGY. 

Interactions  of   Trace   Metals   in   Rat  Tissues. 
Cadmium    and    Nickel   with   Zinc.   Chromium, 
Copper,  Manganese, 
W75-03055  8-06     5C 

Life-Term  Effects  of  Nickel  in  Rats:  Survival, 
Tumors,  Interactions  with  Trace  Elements  and 
Tissue  Levels, 
W75-05691  8-11      5C 

DATATRONIC  SYSTEMS  CORP.,  PANORAMA 
CITY,  CALIF. 

Environmental  Law:  Summary  of  the  Federal 

Water  Pollution  Control  Act  (Amendments  of 

1972), 

W75-02956  8-06     6G 
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DELAWARE  UNIV.,  NEWARK.  DEPT.  OF  PHYSICS. 


DAVIS  COUNTY  PLANNING  COMMISSION, 
FARMINGTON,  UTAH. 

Davis  County  Comprehensive  Study:  Culinary 

Water,    Pressure    Irrigation    Water,    Sanitary 

Sewerage. 

W75-054I8  8-11      3F 

DAVIS  COUNTY,  SALT  LAKE  CITY,  UTAH. 

Davis  County  Comprehensive  Study,  1972  Up- 
date Culinary  Water,  Pressure  Irrigation  Water, 
Sanitary  Sewerage. 
W75-07140  8-14     6D 

DAYTON  DEPT.  OF  WATER,  OHIO. 

Pollution    Abatement   Through    Sewer   System 

Control, 

W75-02955  8-06     5D 

DAYTON  UNIV.,  OHIO.  DEPT.  OF  BIOLOGY. 

Microorganisms  Capable  of  Degrading  Refrac- 
tory Hydrocarbons  in  Ohio  Waters, 
W75-00977  8-02     5C 

DAYTON  UNIV.,  OHIO.  DEPT.  OF 
ECONOMICS. 

Benefits  and  Land  Use  Change  Connected  with 

a  Flood  Control  Project, 

W75-09081  8-18     4A 

DE  PAUL  UNIV.,  CHICAGO,  ILL.  DEPT.  OF 
CHEMISTRY. 

Sources   of   Phosphorus   Inputs    from   the   At- 
mosphere       and       Their       Significance        to 
Oligotrophic  Lakes, 
W75-03304  8-07     5B 

DEARBORN  CHEMICALS  LTD.,  WIDNES 
(ENGLAND). 

Fouling    of    Heat    Exchangers    from    Cooling 

Water  and  Process  Materials, 

W75-05810  8-11      5B 

DEBELL  AND  RICHARDSON,  INC.,  ENFIELD, 
CONN. 

Development    of    Porous    Polyvinyl    Chloride 
Coated  Tubulets  for  Seawater  Desalination, 
W75-09373  8-19     3A 

DECISION  SCIENCES  CORP.,  JENKINTOWN, 
PA. 

A  Framework  for  Uncertainty  Management  in 

Water  Resources  Planning, 

W75-04519  8-09     6B 

DEFENSE  MAPPING  AGENCY  TOPOGRAPHIC 
CENTER,  WASHINGTON,  D.C. 

Hydrologic    Characteristics    of    Snow-Covered 
Terrain  from  Thermal  Infrared  Imagery, 
W75-01569  8-03     7B 

DEGREMONT  SOCIETE  GENERALE 
D'EPURATION  AT  D'ASSAINISSEMENT, 
RUEIL-MALMAISON  (FRANCE).  (ASSIGNEE) 

Apparatus  for  Removing  Sludge  from  a  Rectan- 
gular Flotation  Tank, 
W75-03214  8-06     5D 

DEGREMONT,  SOCIETE  GENERALE 
D'EPURATION  ET  D'ASSANINISSEMENT, 
RUEIL-NAIMAISON  (FRANCE).  (ASSIGNEE) 
Combined  Apparatus  for  the  Biological  Purifi- 
cation of  Waste  Waters, 
W75-02836  8-06     5D 

DEJONG  AND  ASSOCIATES,  TUCSON,  ARIZ. 

Chemical  Water  Harvesting, 

W75-11807  8-23     3B 

DEKALB  AGRESEARCH,  INC.,  ILL. 

Agricultural  Waste  Utilization  Versus  Disposal, 
W75-02340  8-05     5D 


DEL  MONTE  CORP.,  SAN  FRANCISCO, 
CALIF. 

Dry  Caustic  Peeling  of  Clingstone  Peaches  on  a 

Commercial  Scale, 

W75-04564  8-09      5D 

DELAWARE  RIVER  BASIN  COMMISSION, 
TRENTON,  N.J. 

Standards,      Administration,      and      Surveys, 

(Literature  Review), 

W75-04014  8-08     5G 

Water   Quality    Control -The    Role    of   the    In- 
terstate Agency, 
W75-04596  8-09     5G 

Interstate  Planning  for  Regional  Water  Supply 

and  Pollution  Control. 

W75-05860  8-12     5G 

Trout  Run  Earthfill  Dam,  Borough  of  Boyer- 
town,   Berks  County,  Pennsylvania  (Final  En- 
vironmental Impact  Statement). 
W75-08030  8-16     8F 

Delaware  River  Basin  Commission  Annual  Re- 
port, 1974. 
W75-09093  8-18     6E 

DELAWARE  STATE  COLL.,  DOVER.  DEPT.  OF 
CHEMISTRY. 

Identification     and     Determination     of    Trace 
Amounts  of  Organic   and   Inorganic  Contami- 
nants in  the  Delaware  River  and  Bay, 
W75-06517  8-13     5A 

DELAWARE  STATE  PLANNING  OFFICE, 
DOVER. 

Coastal  Zone  Bibliography  (Annotated). 
W75-03109  8-06     2L 

DELAWARE  UNIV.,  LEWES.  COLL.  OF 
MARINE  STUDIES. 

Diversity  of  Marine  Invertebrates  in  a  Thermal 

Effluent, 

W75-09809  8-19     5C 

DELAWARE  UNIV.,  NEWARK.  ACADEMY  OF 
NATURAL  SCIENCES;  AND  RUTGERS  -  THE 
STATE  UNIV.,  NEW  BRUNSWICK,  N.J.  WORK 
GROUP  ON  ECONOMIC  AND  SOCIAL 
PROBLEMS  OF  THE  DELAWARE  ESTUARY 
REGION. 

The  Delaware  Estuary  System,  Environmental 
Impacts  and  Socio-Economic  Effects, 
W75-03352  8-07     6G 

DELAWARE  UNIV.,  NEWARK;  AND 
ACADEMY  OF  NATURAL  SCIENCES  OF 
PHILADELPHIA,  PA. 

The  Delaware  Estuary  System,  Environmental 
Impacts  and  Socio-Economic  Effects.  Annex  to 
Volume    I.   Management   Agency   Problems   in 
the  Delaware  Estuary, 
W75-04328  8-08      6F 

DELAWARE  UNIV.,  NEWARK.  CENTER  FOR 
THE  STUDY  OF  MARINE  POLICY. 

Contemporary  Research  in  Marine  Affairs, 
W75-09837  8-19      6B 

DELAWARE  UNIV.,  NEWARK  COLL.  OF 
MARINE  STUDIES. 

Effect  of  Spoil  Disposal  on  Benthic  Communi- 
ties Near  the  Mouth  of  Delaware  Bay, 
W75-00484  8-01      5C 

Dye  and  Drogue  Studies  of  Spoil  Disposal  and 

Oil  Dispersion, 

W75-06831  8-13     5B 


DELAWARE  UNIV.,  NEWARK.  DEPT.  OF 
AGRICULTURAL  ENGINEERING. 

A  Proposed  Method  of  Waste  Management  in 
Closed-Cycle    Mariculture    Systems    Through 
loam -Fractionation  and  Chlorination, 
W75-09279  8-18     5D 

DELAWARE  UNIV.,  NEWARK.  DEPT.  OF 
BIOLOGICAL  SCIENCES. 

Growth  Production,  and  Community  Composi- 
tion of  Fishes  Inhabiting  a  First-,  Second-,  and 
Third-Order  Stream  of  Eastern  Kentucky, 
W75-00780  8-02     21 

Effect    of    Pollution    on    Distribution    of    LPP 
Phycoviruses   in   Relation   to   Pollution   of   the 
Christina  River, 
W75-02348  8-05     5B 

DELAWARE  UNIV.,  NEWARK.  DEPT.  OF 
CHEMICAL  ENGINEERING. 

Catalytic  Oxidation  of  Phenol  Dilute  Concen- 
tration in  Air, 
W75-01207  8-03     5D 

Control  of  BOD  Upsets  in  the  Delaware  Estua- 
ry. 
W75-02347  8-05      5B 

Three  Dimensional  Turbulent  Diffusion  from 
Point  Sources  of  Pollution  in  an  Open  Channel, 
W75-07723  8-15     5B 

Catalytic  Oxidation  of  Phenol  in  Aqueous  Solu- 
tion Over  Copper  Oxide, 
W75-09772  8-19      5D 

Mass  Transfer  to  Naturally  Flowing  Streams, 
W75-10341  8-20     5D 

A  Design  and  Economic  Evaluation  of  Wet-Air 
and  Catalytic  Oxidation  of  Sewage  Sludge, 
W75-11784  8-23      5D 

DELAWARE  UNIV.,  NEWARK.  DEPT.  OF 
CHEMISTRY. 

Blue-Green  Algal  Genetics:  A  New  Methodolo- 
gy. 
W75-01514  8-03     5C 

DELAWARE  UNIV.,  NEWARK.  DEPT.  OF 
CIVIL  ENGINEERING. 

Development    of    Hermaphrodite    Breakwater 
Units  Utilizing  Hydrofoils  in  Specific  Arrange- 
ments, 
W75-00411  8-01      8B 

Mixing  and  Transport,  (Literature  Review), 
W75-03554  8-07     5B 

Engineering    Considerations    for    Marinas    in 

Tidal  Marshes, 

W75-07420  8-15      2L 


Thickening  of  Sludges, 
W75-09535 


8-19     5D 


Evaporation  Due  to  Spray, 
W75-07197 


8-14     2D 


Attitudes  in  Sludge  Treatment  and  Disposal, 
W75-09731  8-19      5D 

Waste    Water    Treatment:    Sludge    Treatment, 

Utilization,  and  Disposal, 

W75-10395  8-21      5D 

Sludge   Treatment,    Utilization,   and   Disposal, 

(Literature  Review), 

W75-12075  8-24     5D 

DELAWARE  UNIV.,  NEWARK.  DEPT.  OF 
PHYSICS. 

Electronic   Structure   and   States   of   Pure   and 

Doped  Water, 

W75-02883  8-06      IB 
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DELAWARE  UNIV.,  NEWARK.  DEPT.  OF 
PLANT  SCIENCE. 

Plant-Water-Use  Efficiency  with  Growth  Regu- 
lators and  Transpiration  Suppressants, 
W75-07724  8-15      3C 

DELAWARE  UNIV.,  NEWARK.  DIV.  OF 
URBAN  AFFAIRS;  AND  DELAWARE  UNIV., 
NEWARK.  WATER  RESOURCES  CENTER. 

A    Case    Study    of    the    Application    of   Cost- 
Benefit  Analysis  to  Water  System  Consolida- 
tion by  Local  Government, 
W75-08573  8-17     6B 

DELAWARE  UNIV.,  NEWARK.  WATER 
RESOURCES  CENTER. 

Delaware  Water  Resources  Center,  Annual  Re- 
port/Fiscal Year  1974. 
W75-05781  8-11      9D 

Optimum  Development  of  Ground  Water  from 
the  Coastal  Aquifers  of  Delaware;  Where,  How 
Much,    and    For   How    Long   Can    We    Safely 
Pump  Our  Coastal  Aquifers, 
W75-07149  8-14     4B 

DELAWARE  VALLEY  COLL.  OF  SCIENCE 
AND  AGRICULTURE,  DOYLESTOWN,  PA. 

Perched  Water  Table  Fluctuation  Compared  to 

Streamflow, 

W75-07946  8-16     2A 

DELAWARE  VALLEY  REGIONAL  PLANNING 
COMMISSION,  PHILADELPHIA,  PA. 
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ENVIRONMENTAL  SCIENCES  DIV. 

Effect   of   Carbon   to   Nitrogen    Ratio   on    Ac- 
tivated   Sludge    Subsidence    and    Dewatering 
Characteristics, 
W75-04987  8-10     5D 

A  Biological  Absorption  System  for  the  Treat- 
ment of  Combined  Sewer  Overflow, 
W75-07678  8-15      5D 

ENVIREX,  INC.,  WAUKESHA,  WIS. 

Design  of  Basin  Collection  Troughs, 
W75-00I25  8-01      8A 

ENVIREX,  INC.,  WAUKESHA,  WIS. 

(ASSIGNEE) 

Water  Intake  and  Fish  Return  System, 
W75-06688  8-13     81 

ENVIRO  CONTROL,  INC.,  ROCKVILLE,  MD. 

Total  Urban  Water  Pollution  Loads:  The  Im- 
pact of  Storm  Water, 
W75-08677  8-17     5B 

ENVIRONMENT/ONE  CORP.,  LATHAM,  N.Y. 

(ASSIGNEE). 

Aerobic    Wastewater   Treatment    Process   with 
Partial  Reuse  and  Infrequent  Dosing  to  Soil, 
W75-02159  8-04     5D 

ENVIRONMENT/ONE  CORP.,  LATHAN,  N.Y. 

(ASSIGNEE). 

Aerobic    Wastewater   Treatment    System    with 
Partial  Reuse  and  Infrequent  Dosing  to  Soil, 
W75-03741  8-07     5D 

ENVIRONMENTAL  CONTROL  TECHNOLOGY 
CORP.,  ANN  ARBOR,  MICH. 

Physical-Chemical  Treatment  of  Combined  Mu- 
nicipal Pulp  and  Paper  Wastes, 
W75-02017  8-04     5D 

Analysis  of  Pollution  from   Marine   Engines  - 

Status  Report, 

W75-10688  8-21      5A 

ENVIRONMENTAL  DEFENSE  FUND, 
WASHINGTON,  D.C.  WATER  RESOURCES 
PROGRAM. 

Is  the  Water  Safe  to  Drink.  Part  3:  What  You 

Can  Do, 

W75-04019  8-08     5F 

ENVIRONMENTAL  ENGINEERING,  INC., 
GAINESVILLE,  FLA. 

Upgrading     Poultry-Processing     Facilities     to 

Reduce  Pollution.  (Part  1).  In-Process  Pollution 

Abatement, 

W75-I1328  8-22     5D 

ENVIRONMENTAL  HEALTH  CONSULTATION 
SERVICE,  OJAI,  CALIF. 

Nutritional  Influences  on  the  Toxicity  of  En- 
vironmental Pollutants, 
W75-02068  8-04     5C 


ENVIRONMENTAL  HEALTH  LAB.,  KELLY 
AFB,  TEX. 

Water  Surveillance  Program,  Eglin  AFB  FL, 
W75-06216  8-12     5A 

The    Effect    of    Ultra    Low    Volume    Aerial 
Dispersal    of    Naled    on    an    Aquatic    Habitat, 
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W75-06380  8-13     5C 

Wastewater  Survey,  Chanute  AFB,  Illinois. 
W75-09397  8-19     5D 

Survey    of    Wastewater    Discharge-Elmendorf 

AFB,  Alaska, 

W75-09398  8-19     5B 

Survey    of    Wastewater    Discharge,    Campion 
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W75-09413  8-19      5D 

Water    Pollution    Study    of    Malabeam    Lake, 
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ing  AFB,  Maine, 
W75-I01I3  8-20     5C 

ENVIRONMENTAL  HEALTH  LAB., 
MCCLELLAN  AFB,  CALIF. 
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W75-09410  8-19     5D 

Wastewater    Treatment     Facility     Evaluation. 

Malmstrom  AFB  MT, 

W75-094I1  8-19     5E 

ENVIRONMENTAL  IMPACT  CENTER,  INC., 

NEWTON,  MASS. 

Secondary     Impacts     of     Transportation     and 
Wastewater  Investments:  Review  and  Bibliog- 
raphy, 
W75-09576  8-19     5C 

ENVIRONMENTAL  LAW  INST., 
WASHINGTON,  D.C. 

Used  Oil  Law  in  the  United  States  and  Europe, 
W75-04575  8-09     5G 

Economic  Disincentives  for  Pollution  Control: 
Legal.   Political,  and   Administrative  Disincen- 
tives, 
W75-04576  8-09      5G 

Litigation  Under  the  Federal  Water  Pollution 

Control  Act  Amendments  of  1974, 

W75-12212  8-24     5G 

ENVIRONMENTAL  PREDICTION  RESEARCH 
FACILITY  (NAVY),  MONTEREY,  CALIF. 

Field  Measurements  Required  for  Verification 
of    Pollution    Dispersion    Computations    with 
Hydrodynamical-Numerical  Models, 
W75-00660  8-02     5B 

A  Numerical  Study  of  Clearing  Warm  Fog  by 
Using    Hygroscopic    Seeding    in    Conjunction 
with  Helicopter  Downwash. 
W75-02364  8-05     3B 

A        Multilayer        Hydrodynamical-Numerical 
Model  (W.  Hansen  Type):   Model  Description 
and  Operating/Running  Instructions.  Part  II, 
W75-02798  8-06     2L 

Computation  of  Tides,  Currents  and  Dispersal 
of  Pollutants  in  Lower  Bay  and  Approaches  to 
New   York  with   Fine  and   Medium  Grid   Size 
Hydrodynamical-Numerical  Models.  Part  3, 
W75-02799  8-06     2L 

Computation  of  Tides,  Currents,  and  Dispersal 
of    Pollutants    in    the    New    York    Bight    from 


Block  Island  to  Atlantic  City  with  Large  Grid 
Size,  Single  and  Two-Layer  Hydrodynamical- 
Numerical  Models,  Part  4, 
W75-04262  8-08     5B 

State  of  the  Sea  Around  Tropical  Cyclones  in 

the  Western  North  Pacific  Ocean, 

W75-06495  8-13     2A 

ENVIRONMENTAL  PRODUCTS  INC.. 
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Therefor, 

W75-07817  8-15     5D 

ENVIRONMENTAL  PROTECTION  AGENCY, 
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Nutrient    Transport    and     Dissolved     Oxygen 
Budget  Studies  in  the  Potomac  Estuary, 
W75-0O243  8-01      5B 

ENVIRONMENTAL  PROTECTION  AGENCY, 
ATHENS,  GA.  SOUTHEAST  ENVIRONMENTAL 
RESEARCH  LAB. 

Simple  Method  for  Introducing  Elemental  Mer- 
cury into  Biological  Growth  Systems, 
W75-02862  8-06     5B 

Environmental   Applications   of   Advanced  In- 
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Mercury  in  Aquatic  Systems:  Methylation,  Ox- 
idation-Reduction, and  Bioaccumulation, 
W75-04570  8-09      5B 

Microbial    Degradation    and    Accumulation   of 

Pesticides  in  Aquatic  Systems, 

W75-07970  8-16     5B 

Modeling  Dynamics  of  Biological  and  Chemical 
Components  of  Aquatic  Ecosystems, 
W75-08279  8-16     5C 

Determination  of  Molecular  Hydrogen  Sulfide, 
W75-I0025  8-20     5A 

ENVIRONMENTAL  PROTECTION  AGENCY, 
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Fitting    a    Three-Parameter    Log-Normal    Dis- 
tribution by  Least  Squares, 
W75-03651  8-07     2E 

ENVIRONMENTAL  PROTECTION  AGENCY, 
ATHENS,  GA.  SURVEILLANCE  AND 
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Wastewater    Discharges    into    Pensacola    Bay, 
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American  Cyanamid  and  Air  Products), 
W75-01826  8-04     5B 

A   Bacteriological  Survey  of  the   Little  River. 
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W75-08302  8-16     5B 

Water  Quality  and  Waste  Treatment  Require- 
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W75-08996  8-18     5C 
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W75-11314  8-22     5D 
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ENVIRONMENTAL  PROTECTION  AGENCY, 
ATLANTA,  GA. 

Evaluation  of  the  Georgia  Water  Supply  Pro- 
gram. 
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ENVIRONMENTAL  PROTECTION  AGENCY, 
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mental Impact  Statement), 
W75-06183  8-12     5D 

Fort  Lauderdale,  Florida  (Final  Environmental 

Impact  Statement), 

W75-07783  8-15     5D 
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vironmental Impact  Statement), 
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South   Dade   County   Florida,   C 120377   (Final 

Environmental  Impact  Statement). 

W75-08032  8-16     5D 
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Removal  of  Cations  from  Leachate  by  Interac- 
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Pollution  Control  System, 
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Regulation  of  Low  Streamflows, 
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TREATMENT  RESEARCH  LAB. 

Phosphorus  Removal  Practice. 

W75-03558  8-07     5D 
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Geohydrologic    Relationships   in    Water   Pollu- 
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Monitoring  Seawater  for  Radionuclides, 
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ENVIRONMENTAL  PROTECTION  AGENCY, 
CINCINNATI,  OHIO.  WATER  QUALITY 
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Chemical  Analyses  for  Water  Quality  -  Training 

Manual. 

W75-03785  8-07     5A 

ENVIRONMENTAL  PROTECTION  AGENCY, 
CINCINNATI,  OHIO.  WATER  SUPPLY 
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Microbiology  of  Water,  (Literature  Review), 
W75-05400  8-11      5B 

The  Bacterial  Quality  of  Bottled  Water, 
W75-12011  8-24     5F 

ENVIRONMENTAL  PROTECTION  AGENCY, 
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Climates, 

W75-07608  8-15     5D 

Low     Winter     Dissolved     Oxygen     in     Some 

Alaskan  Rivers, 

W75-07966  8-16     5B 

ENVIRONMENTAL  PROTECTION  AGENCY, 
DALLAS,  TEX.  OFFICE  OF  GRANTS 
COORDINATION. 

Construction    of    Wastewater    Facilities,    Fort 

Worth,    Texas    (Final    Environmental    Impact 

Statement). 

W75-08042  8-16     5D 

ENVIRONMENTAL  PROTECTION  AGENCY, 
DENVER,  COLO.  REGION  VIII. 

Enforcement  Under  the  Federal  Water  Pollu- 
tion Control  Act  Amendments  of  1972, 
W75-03824  8-07     5G 


Upper  Thompson   Sanitation   District,   Project 

No.    C    080322    (Final    Environmental    Impact 

Statement). 

W75-080I6  8-16     5D 

Upper    Thompson    Sanitation    District,    Estes 
Park,   Colorado   Project   No.   C0803222   (Final 
Environmental  Impact  Statement). 
W75-08047  8-16     5D 

ENVIRONMENTAL  PROTECTION  AGENCY, 
EDISON,  N.J.  SURVEILLANCE  AND  ANALYSIS 
DIV. 

Determination  of  Metals  in  Sea  Water, 
W75-06027  8-12     5  A 

Making  Artemia  Sludge  Bioassay  More  Ecolog- 
ically Relevant, 
W75-06034  8-12     5A 

ENVIRONMENTAL  PROTECTION  AGENCY, 
EDISON,  NEW  JERSEY,  STORM  AND 
COMBINED  SEWER  SECTION. 

Countermeasures    for    Pollution    from    Over- 
flows; the  State  of  the  Art, 
W75-09580  8-19     5D 

ENVIRONMENTAL  PROTECTION  AGENCY, 
FAIRVIEW  PARK,  OHIO.  OHIO  DISTRICT 
BASIN  OFFICE. 

A   Submersible   Automatic  Dissolved   Oxygen- 
Temperature  Monitoring  System, 
W75-05049  8-10      5A 

ENVIRONMENTAL  PROTECTION  AGENCY, 
GAINESVILLE,  FLA. 

Energy  Evaluation  of  Water  Management  Al- 
ternatives in  the  Upper  St.  Johns  River  Basin 
of  Florida, 
W75-03436  8-07     6A 

ENVIRONMENTAL  PROTECTION  AGENCY, 
GULF  BREEZE,  FLA.  GULF  BREEZE 
ENVIRONMENTAL  RESEARCH  LAB. 

Accumulation    and    Movement    of    Mirex    in 
Selected  Estuaries  of  South  Carolina,  1969-71, 
W75-00360  8-01      5B 

Avoidance   of   Aroclor  (Trade   mark)   1254   by 

Shrimp  and  Fishes, 

W75-01421  8-03     5C 

Methods   and   Problems   in   Analysis  of   Pesti- 
cides in  the  Estuarine  Environment, 
W75-06025  8-12      5A 

Biological  Problems  in  Estuarine  Monitoring, 
W75-06026  8-12     5A 

Impact  of  the  Use  of  Microorganisms  on  the 

Aquatic  Environment, 

W75-07687  8-15     5C 

A  Gravity-Flow  Column  to  Provide  Pesticide- 
Laden  Water  for  Aquatic  Bioassays, 
W75-10844  8-21      5A 

ENVIRONMENTAL  PROTECTION  AGENCY, 
GULF  BREEZE,  FLA.  GULF  BREEZE  LAB. 

Effects  of  DDT  on  Cations  in  the  Hepatopan- 

creas  of  Penaeid  Shrimp, 

W75-01068  8-02     5C 

ENVIRONMENTAL  PROTECTION  AGENCY, 
KANSAS  CITY,  KANS.  WATER  QUALITY  LAB. 

Two-Tube   Method   for   Screening   Water   Iso- 
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W75-02713  8-05     5  A 
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ENVIRONMENTAL  PROTECTION  AGENCY, 
KANSAS  CITY,  MO.  REGION  VII. 

Water   Quality   and   Waste    Source   Investiga- 
tions. Missouri  River  and  Kansas  River,  Kan- 
sas City,  Kansas. 
W75-08307  8-16     5B 

ENVIRONMENTAL  PROTECTION  AGENCY, 
MANASSAS,  VA.  ADVANCED  WASTE 
TREATMENT  RESEARCH  LAB. 

Columnar  Denitrification  of  a  Munitions  Manu- 
facturing Wastewater, 
W75-071U  8-14     5D 

ENVIRONMENTAL  PROTECTION  AGENCY, 
MONTICELLO,  MINN. 

Effects  of  Constant  and  Rising  Temperatures 
on  Development  and  Survival  of  Embryos  and 
Larvae  of  Yellow  Perch, 
W75-03019  8-06     5C 

ENVIRONMENTAL  PROTECTION  AGENCY, 
NARRAGANSETT,  R.I.  NORTHEASTERN 
WATER  SUPPLY  LAB. 

Microbiological       Methods       for      Monitoring 
Marine  Waters  for  Possible  Health  Effects, 
W75-06038  8-12     5A 

ENVIRONMENTAL  PROTECTION  AGENCY, 
NEW  YORK.  REGION  II. 

Wastewater  Treatment  Facilities  Construction 
Grants  for  the  Lower  Raritan  River  Basin  and 
for  the  South  Shore  of  Raritan  Bay  (Final  En- 
vironmental Impact  Statement). 
W75-098I7  8-19     5D 

ENVIRONMENTAL  PROTECTION  AGENCY, 
NORTON,  W.  VA.  NORTON  MINE  DRAINAGE 
FIELD  SITE. 

Combination     Limestone-Lime    Treatment    of 

Acid  Mine  Drainage, 

W75-03559  8-07     5D 

ENVIRONMENTAL  PROTECTION  AGENCY, 
PHILADELPHIA,  PA.  FIELD  INVESTIGATION 
SECTION. 

A  Water  Quality  Investigation  of  the  Codorus 

Creek  Watershed, 

W75-08998  8-18     5C 

ENVIRONMENTAL  PROTECTION  AGENCY, 
PHILADELPHIA,  PA.  REGION  III. 

The  BOD5/DO  Ratio.  A  New  Analytical  Tool 

for  Water  Quality  Evaluation, 

W75-07329  8-14     5A 

ENVIRONMENTAL  PROTECTION  AGENCY, 
RESEARCH  TRIANGLE  PARK,  N.C. 

Human  Studies  Laboratory, 

W75-01684  8-04     5C 

The  Use  and  Misuse  of  Population  Exposures 

in  Radiation  Protection, 

W75-04154  8-08     5C 

ENVIRONMENTAL  PROTECTION  AGENCY, 
RIVESVILLE,  W.  VA.  CROION  MINE 
DRAINAGE  CONTROL  FIELD  SITE. 

Sodium    Hydroxide   Treatment   of   Acid    Mine 

Drainage, 

W75-12116  8-24     5G 

ENVIRONMENTAL  PROTECTION  AGENCY, 
RIVESVILLE,  W.  VA.  CROWN  MINE 
DRAINAGE  CONTROL  FIELD  SITE. 

Limestone  and  Limestone-Lime  Neutralization 

of  Acid  Mine  Drainage, 

W75-07688  8-15     5D 


ENVIRONMENTAL  PROTECTION  AGENCY, 
SAN  FRANCISCO,  CALIF.  REGION  IX. 

Mamala      Bay      Wastewater     Treatment     and 
Disposal  System,  Oahu,  Hawaii  (Final  Environ- 
mental Impact  Statement). 
W75-12257  8-24     5D 

ENVIRONMENTAL  PROTECTION  AGENCY, 
SEATTLE,  WASH.  REGION  X. 

Idaho     Environmental     Status     and     Program 

Evaluation,  1972. 

W75-00292  8-01      6E 

Environmental  Evaluation,  Boise  District.  Bu- 
reau of  Land  Management, 
W75-O073I  8-02     5G 

Guidelines   for   Preparation   of    Environmental 

Statements  for  Reviewing  and  Commenting  on 

Environmental    Statements    by    Other   Federal 

Agencies. 

W75-04010  8-08     6G 

Mercury  in  the  State  of  Washington, 
W75-06900  8-14     5B 

ENVIRONMENTAL  PROTECTION  AGENCY, 
WASHINGTON,  D.C. 

Hazardous  Materials  Control  Programs  in  the 

Department  of  Defense, 

W75-00250  8-01      5D 

Sound  Standards  for  Environmental  Improve- 
ment, 
W75-00725  8-02     5G 

In   the    Matter  of   Pollution   of   the    Navigable 
Waters  of  Pearl  Harbor  and  its  Tributaries  in 
the  State  of  Hawaii. 
W75-00734  8-02      5G 

The  Challenge  of  the  Environment:  A   Primer 

on  EPA's  Statutory  Authority. 

W75-00738  8-02     6E 

Effects  and   Development  of  Criteria  and  the 

Establishment  of  Standards, 

W75-0I682  8-04     5C 


Water  Pollution. 
W7S-01707 
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Water  Quality  Standards-Adoption,  Identifica- 
tion, and  Availability  of  State  Standards. 
W75-01721  8-04     5G 

Areawide  Waste  Treatment  Planning  Areas  and 

Responsible  Agencies. 

W75-01722  8-04     5G 

Liability    Limits    for    Small    Onshore    Storage 
Facilities-Financial   Liability   of   Small   Facili- 
ties. 
W75-01723  8-04      6E 


Ocean  Dumping-Criteria. 
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National      Pollutant      Discharge      Elimination 

System-Proposed  Rules. 

W75-01729  8-04     5G 

National      Pollutant      Discharge      Elimination 
System— Proposed  Rules  and  Regulations. 
W75-01730  8-04     5G 

Public  Participation  in  Water  Pollution  Control. 
W75-01790  8-04     6E 

Costs     of     Construction     of     Publicly-Owned 

Wastewater   Treatment    Works.    1973    'Needs' 

Survey. 

W75-02704  8-05     6C 


The  First  Two  Years-A  Review  of  EPA's  En- 
forcement Program, 
W75-02937  8-06     6E 

Water  Pollution  and  the  Rule  of  Law, 
W75-02952  8-06     5G 

Authorization  to  Discbarge  Under  the  National 
Pollutant  Discharge  Elimination  System. 
W75-03OO0  8-06      5G 

Water    Quality     Mangement     Plans-Proposed 

Rules 

W75-037I8  8-07     6E 

Complying  with  Discharge  Regulations, 
W75-04431  8-09      5G 

International     Environmental     Bibliographies- 
Environmental  Legislation-North  America. 
W75-04594  8-09     6G 

Ground  Water  Pollution  From  Subsurface  Ex- 
cavations Part  VI  -  Disposal  Wells. 
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tion, 
W75-116U  8'23      5B 

NATURAL  RESOURCES  AUTHORITY, 
AMMAN  (JORDAN). 

Effect  of  Oil  Refinery  Effluent  on  the  Shallow 
Gravel  Aquifer  in  Zerqa  Area-Jordan, 
W75-02455  8-05      SB 

NATURAL  RESOURCES  DEFENSE  COUNCIL, 
WASHINGTON,  D.C. 

Environmental  Critique  (The  1972  Federal 
Water  Pollution  Control  Act:  Problem*  and 
Prospects  After  One  Year). 
W75-09844 
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NATURE  CONSERVANCY,  ABBOTS  RIPTON 
(ENGLAND).  MONKS  WOOD  EXPERIMENT 
STATION. 

The     Effects     of    DDT,     When     Used    as    a 
Mosquito  Larvicide.  on  Tadpoles  of  the  Frog 
Rana  Temporaria, 
W75-02906  8-06     5C 
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NATURE  CONSERVANCY,  ABBOTS  RIPTON 
(ENGLAND).  MONKS  WOOD  EXPERIMENTAL 
STATION. 

Parasites  of  the  Nine-Spined  Stickleback  Pun- 

gitius  Pungitius  (L.), 

W75-08347  8-16     5C 


Herbicides  in  Aquatic  Systems, 
W75-1062S 
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NATURE  CONSERVANCY,  BANCHORY 
(SCOTLAND). 

The    Specialized    Feeding    Behavior    of    Am- 

bystoma    Gracile     in     Marion     Lake,     British 

Columbia, 

W75-02705  8-05     2H 

NAUCHNO-ISSLEDOVATELSKIIINSTITUT 

GIGIENY,  MOSCOW  (USSR). 
Quantitative     Method    for    Enumerating    Sal- 
monellae  in  Surface  Waters,  (In  Russian), 
W75-01622  8-03     5A 

Spectrophotometry  Determination  of 

Cyclohexanone  in  Bodies  of  Water, 
W75-08248  8-16     5A 

NAVAL  ACADEMY,  ANNAPOLIS,  MD. 

Investigation  of  Some  Factors  in  the  Biochemi- 
cal Conversion  of  Mercury  Pollutants  to  Toxic 
Methylmercury   Effected   by  Micro-Organisms 
in  a  Marine  Sediment, 
W75-05417  8-11      5B 

NAVAL  ACADEMY,  ANNAPOLIS,  MD.  DEPT. 
OF  CHEMISTRY. 

Hydrogen     Peroxide    Treatment    of    Effluent 

Resulting  from  Wet  Air  Oxidation  of  Shipboard 

Wastes, 

W75-04261  8-08     5D 

NAVAL  AIR  REWORK  FACILITY,  SAN 
DIEGO,  CALIF. 

Industrial    Wastewater    Sampling    Methods    at 

North  Island, 

W75-00650  8-02     5A 

NAVAL  AMMUNITION  DEPOT,  CRANE,  IND. 

Chromatographic   Method   for  the   Determina- 
tion of  TNT,  RDX,  and  HMX  Explosives  in  In- 
dustrial Wastewater, 
W75-00654  8-02     5A 

NAVAL  BIOMEDICAL  RESEARCH  LAB., 
OAKLAND,  CALIF. 

Tissue    Hydrocarbon    Burden    of    Mussels    as 
Potential  Monitor  of  Environmental  Hydrocar- 
bon Insult, 
W75-09163  g.18     5B 

Hydrocarbons  Associated  with  Suspended  Par- 
ticulate Matter  in  San  Francisco  Bay  Waters 
W75-1I614  8-23     5A 

NAVAL  CIVIL  ENGINEERING  LAB.,  PORT 
HUENEME,  CALIF. 

Biodeterioration   of   Navy   Insecticides   in    the 

Ocean, 

W75-00572  8-02     5C 

NAVAL  MATERIAL  COMMAND, 
WASHINGTON,  D.C. 

The  Navy's  Oily  Wastes  Handling  and  Disposal 

Program, 

W75-10750  8-21      5D 

NAVAL  MEDICAL  RESEARCH  INST., 
BETHESDA,  MD. 

Synergism   in  the  Toxicities  of  Lead  and  Ox- 
ygen, 
W75-08234  8-16     5C 


NAVAL  OCEANOGRAPHIC  OFFICE, 
WASHINGTON,  D.C. 

Navy      Environmental     Quality     Guides     for 

Offshore  Areas, 

W75-00648  8-02     5G 

Problems   of   Storing   and   Analyzing   Mercury 
Samples    Collected    in    a    Nearshore    Environ- 
ment, 
W75-00658  8-02     5A 

Trace  Element  Equilibrium  Studies, 
W75-06326  8-12     5  A 

Extreme    Wave   Conditions   During   Hurricane 

Camille, 

W75-08427  8-17     2L 

NAVAL  OCEANOGRAPHIC  OFFICE, 
WASHINGTON,  D.C.  POLAR 
OCEANOGRAPHY  DIV. 

Sea  Ice  Bottomside  Features  in  the  Denmark 

Strait, 

W75-01993  8-04     2C 

NAVAL  ORDNANCE  LAB.,  WHITE  OAK,  MD. 

Determination  of  the   Molecular  Solubility   of 

Navy  Oils  in  Water, 

W75-04722  8-09      5A 

A   Method  for  the  Separation  of  Oil  from  an 

Aqueous    Oil-Detergent    Solution    Prior   to    IR 

Analysis, 

W75-05098  g-io      5A 

NAVAL  ORDNANCE  SYSTEMS  COMMAND, 
WASHINGTON,  D.C. 

Naval  Ordnance  RDTE  Program  on  Pollution 

Abatement, 

W75-00252  8-01      5D 

NAVAL  POSTGRADUATE  SCHOOL, 
MONTEREY,  CALIF. 

Measurement    of    Viscoelastic    Properties    of 
Some    Recent    Marine    Sediments    by    a    Tor- 
sional^ Oscillating  Cylinder  Method, 
W75-00223  8-01      2J 

The    Mesoscale    Distribution    of    Rainfall    in 

California  Rainstorms, 

W75-02362  8-05     2B 

An    Examination   of   Alternative    Methods   for 
Employing    Booms    to    Contain    Oil    Spills    in 
Navy  Harbors, 
W75-04720  8-09      5G 

An  Investigation  of  Surface  and  Internal  Wave- 
Induced  Turbulence  in  Shallow  Water  Thermal 
Microstructure, 
W75-06213  8-12     2L 

Formation  and  Development  of  Beach  Cusps 
on  Del  Monte  Beach,  Monterey,  California, 
W75-06250  8-12      2L 

The  Development  of  European  Regional  Law 

of  the  Sea, 

W75- 12220  8-24     6E 

NAVAL  POSTGRADUATE  SCHOOL, 
MONTEREY,  CALIF.  DEPT.  OF  PHYSICS  AND 
CHEMISTRY. 

Acoustic   Miniprobing   for   Ocean    Microstruc- 
ture and  Bubbles, 
W75-08425  8-17     2L 

NAVAL  RESEARCH  LAB.,  WASHINGTON, 
D.C. 

Storage  Effects  and  Mercury  Analysis  of  Natu- 
ral Waters, 
W75-00656  8-02     5A 


Artificial  Sea  Slicks:  Their  Practical  Applica- 
tions and  Role  in  Fundamental  Research, 
W75-05092  8-10     5B 

An   Examination  of  the  Concentration  of  Or- 
ganic     Components      Water-Extracted      From 
Petroleum  Products, 
W75-08454  8-17      5A 

NAVAL  RESEARCH  LAB.,  WASHINGTON, 
D.C;  AND  NAVAL  CIVIL  ENGINEERING  LAB., 
PORT  HUENEME,  CALIF. 

A  Chronological  Survey  of  the  Literature  on 
Transportable  and  Floating  Breakwaters, 
W75-00422  8-01      8B 

NAVAL  RESEARCH  LAB.,  WASHINGTON, 
D.C.  OCEAN  SCIENCES  DIV. 

Determination  of  the  Thickness  of  Petroleum 

Films  on  Water, 

W75-04723  8-09      5A 

Measurements  of  Mercury  Sorption  by  Algae, 
W75-05415  8-11      5A 

Internal  Wave  Reflection  by  a  Velocity  Shear 

and  Density  Anomaly, 

W75-08690  8-17     2E 

NAVAL  SHIP  RESEARCH  AND 
DEVELOPMENT  CENTER,  ANNAPOLIS,  MD. 

Water   Pollution,    Ships'    Wastewaters,    Water 

Quality  Measurement, 

W75-00661  8-02      5B 


Oil-In-Water  Monitoring  and  Measuring, 
W75-00662  8-02 
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Experimental  Investigation  of  the  Wet  Oxida- 
tion Destruction  of  Shipboard  Waste  Streams, 
W75-09340  8-18     5D 

NAVAL  SHIP  SYSTEMS  COMMAND, 
WASHINGTON,  D.C.  NUCLEAR  PROPULSION 
DIRECTORATE. 

Environmental    Monitoring    and    Disposal    of 
Radioactive  Wastes  From  U.S.  Naval  Nuclear- 
Powered   Ships   and   Their   Support   Facilities, 
1973, 
W75-05376  8-11      5B 

NAVAL  UNDERSEA  CENTER,  SAN  DIEGO, 
CALIF. 

Instrumentation       for      Underwater       Nuclear 

Radiation  Measurements, 

W75-00646  8-02      5A 

Sofar  Channel  Axial  Sound  Speed  and  Depth  in 

the  Atlantic  Ocean, 

W75-05156  8-10      8B 

The  Determination  of  Cadmium  in  Sea  Water 

by  Radioactivation, 

W75-11798  8-23     5A 

NAVAL  UNDERSEA  CENTER,  SAN  DIEGO, 
CALIF.  CHEMICAL  OCEANOGRAPHY 
BRANCH. 

Analysis  of  Mercury,  Lead  and  Other  Metals  in 

Environmental  Samples, 

W75-00657  8-02      5A 

NAVAL  UNDERWATER  SYSTEMS  CENTER, 
NEW  LONDON,  CONN. 

Aerial    Coastal    Oceanography    and    Pollution 

Surveillance, 

W75-00663  8-02      5A 

NAVAL  UNDERWATER  SYSTEMS  CENTER, 
NEWPORT,  R.I. 

Current     Observations      from      the      Western 
Mediterranean  During  Coblamed  69, 
W75-05962  8-12     2E 
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NAVAL  UNDERWATER  SYSTEMS  CENTER, 
NEWPORT,  R.I.  DEPT.  OF  OCEAN  SCIENCE. 

Biological  Field  Methods, 

W75-00659  8-02     5A 

NAVAL  WAR  COLL.,  NEWPORT,  R.I. 

Sovereignty  of  the  Seas  and  the  Effect  Upon 

Naval  Strategy, 

W75-06786  8-13     6E 

Solid  Waste  Disposal  and  Ocean  Dumping, 
W75-06789  8-13     5B 

NAVAL  WEAPONS  CENTER,  CHINA  LAKE, 
CALIF. 

Cloud  Droplet  Accretion  on  Snow  Crystals, 
W75-01540  8-03     2B 

Three   Models   forthe  Coalescence  Growth  of 

Cloud  Drops, 

W75-07260  8-14     2B 

Single-Sweep  Polarographic  Techniques  Useful 
in  Micropollution  Studies  of  Ground  and  Sur- 
face Waters, 
W75-08554  8-17     5A 


Formation  of  Graupel, 
W75-12093 
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NAVY  ENVIRONMENTAL  PROTECTION 
DATA  BASE,  HONOLULU,  HAWAII.  PEARL 
HARBOR  DIV. 

Water  Quality  Measurements  at  Pearl  Harbor, 
W75-00655  8-02     5A 

NAVY  WEATHER  RESEARCH  FACILITY, 
NORFOLK,  VA. 

A  Summary  of  the  U.S.  Navy  Program  and  FY 

1967  Progress    in    Weather    Modification    and 
Control. 

W75-01975  8-04     3B 

A  Summary  of  the  U.S.  Navy  Program  and  FY 

1968  Progress    in    Weather    Modification    and 
Control. 

W75-01979  8-04     3B 

A  Model  for  a  Climatology  of  the  Potential  of 
Ice-Phase  Modification  of  Convective  Clouds, 
W75-02363  8-05     3B 

Yellowstone  Field  Research  Expedition  VIII, 
W75-02366  8-05     3B 

On  the  Design  of  Warm  Fog  Clearing  Experi- 
ments Using  Hydgroscopic  Treatments, 
W75-02369  8-05      3B 

NEBRASKA  NATURAL  RESOURCES 
COMMISSION,  LINCOLN.  DATA  BANK. 

Deoxygenation  in  Natural  Streams, 
W75-09767  8-19     5B 

NEBRASKA  STATE  DEPT.  OF 
ENVIRONMENTAL  CONTROL,  LINCOLN. 
WATER  POLLUTION  CONTROL  DIV. 

Orthophosphate  in  Ground  Water,  Hall  Coun- 
ty, Nebraska, 
W75-00779  8-02     5B 

NEBRASKA  UNIV.,  LINCOLN. 

Water  Quality  Models  for  Urban  and  Suburban 

Areas. 

W75-03311  8-07     5B 

NEBRASKA  UNIV.,  LINCOLN. 
AGRICULTURAL  EXPERMENT  STATION. 

The  Design  of  a  Livestock  Water  Distribution 

System-Large  Scale, 

W75-04527  8-09     3F 


NEBRASKA  UNIV.,  LINCOLN.  DEPT.  OF 
AGRICULTURAL  ENGINEERING. 

Irrigation  Design  Requirements  for  Corn, 
W75-0I007  8-02     3F 

Operational  Characteristics  of  Meat  Animals, 

Part  II-Beef , 

W75-02320  8-05     5D 

Livestock  Waste  Management  Systems  Design 

and  Operation, 

W75-02335  8-05     5D 

Pollutional  Aspects  and  Crop  Yields  Resulting 
from  High  Manure  Applications  on  Soil, 
W75-03310  8-07     5B 

Watershed   Management   without   Surface   Ru- 
noff, 
W75-08207  8-16     4D 

Water  Intake  Rates  on  a  Silt  Loam  Soil  with 

Various  Manure  Applications, 

W75-08574  8-17      2G 

Construction  Requirements  and  Cost  Analysis 
of  Grassed  Backslope  Terrace  Systems, 
W75-08926  8-18     4D 

Disposal  of  Cattle  Feedlot  Runoff  on  Agricul- 
tural Land, 
W75-09517  8-19     5D 


Recharge  Simulation  Model, 
W75-09518 
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NEBRASKA  UNIV.,  LINCOLN.  DEPT.  OF 
AGRONOMY. 

A    Field    Study    of    the    Heat    and    Drought 
Tolerance  of  Grain  Sorghum  (Sorghum  Bicolor 
(L.)  Moench)  as  an  Approach  to  Genetic  Im- 
provement, 
W75-04044  8-08      21 

Degradation   in  Groundwater  and   Mobility  of 

Herbicides, 

W75-04045  8-08      5B 


Biophysical  Control  of  Water  Loss, 
W75-09523 
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NEBRASKA  UNIV.,  LINCOLN.  DEPT.  OF 
CHEMICAL  ENGINEERING. 

Growth   of   the    Blue-Green    Alga   Microcystis 
Aeruginosa  Under  Defined  Conditions, 
W75-08579  8-17     5C 

NEBRASKA  UNIV.,  LINCOLN.  DEPT.  OF  CIVIL 
ENGINEERING. 

Surface  Runoff  Simulation  Model, 

W75-00969  8-02     2A 

Urban  Runoff  Quality  and  Modeling  Study, 
W75-00972  8-02      5B 

Iron    and    Manganese    Studies    of    Nebraska 

Water  Supplies, 

W75-03078  8-06      5B 


Soil  Adsorption  of  Humic  Color, 
W75-04043 
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Laboratory  Studies  on  Feedlot  Runoff, 
W75-04653  8-09     5D 

Laboratory  Studies  on  Feedlot  Runoff, 
W75-05607  8-1 1      5D 

Algae  Removal  by  Upflow  Filtration, 
W75-08474  8-17     5D 

Water  Quality   Study   of  Nonpoint   Source   of 

Agricultural  Runoff, 

W75-09519  8-19     5B 


Upflow  Filtration  of  Oxidation  Pond  Effluent, 
W75-09522  8-19     5D 

NEBRASKA  UNIV.,  LINCOLN.  DEPT.  OF 
COMPUTER  SCIENCE. 

Binary  Tree  Model  Simulation  of  the  Behavior 

of  Urban  Hydrologic  Systems, 

W75-03541  8-07      2A 

Simulation  of  Storm  Velocity  Effects  on  Flow 
from  Distributed  Channel  Networks, 
W75-05518  8-11      2E 

NEBRASKA  UNIV.,  LINCOLN.  DEPT.  OF 
ENTOMOLOGY. 

Drift  of  Terrestrial  Arthropods  in  an  Irrigation 
Canal   Following  a   Wide-Area  Application  of 
ULV  Malathion, 
W75-00675  8-02      5G 

NEBRASKA  UNIV.,  LINCOLN.  DEPT.  OF 
GEOGRAPHY. 

The    Prediction    of    Lake    Huron    Lake-Effect 

Snowfall  Systems, 

W75-09748  8-19      2C 

NEBRASKA  UNIV.,  LINCOLN.  DEPT.  OF 
HORTICULTURE  AND  FORESTRY. 

Evapotranspiration  by  Subirrigated  Alfalfa  and 
Pasture  in  the  East  Central  Great  Plains, 
W75-1I84I  8-23      3F 

NEBRASKA  UNIV.,  LINCOLN.  DEPT.  OF 
PLANT  PATHOLOGY. 

Pollution     of      Irrigation     Waters     by     Plant 

Pathogenic  Organisms, 

W75-09521  8-19     5B 

NEBRASKA  UNIV.,  LINCOLN.  ENGINEERING 
RESEARCH  CENTER. 

Upflow  Filtration  Improves  Oxidation  Pond  Ef- 
fluent, 
W75-03377  8-07      5D 

NEBRASKA  UNIV.,  LINCOLN.  SCHOOL  OF 
LIFE  SCIENCES. 

Biological  Control  of  Sphaerotilus  Natans  and 

Related  Species  in  Waste  Waters, 

W75-09520  8-19     5D 

NEBRASKA  UNIV.,  LINCOLN.  WATER 
RESOURCES  RESEARCH  DMST. 

Practical  Treatment  of  Feedlot  Runoff, 
W75-03313  8-07      5D 

Mobility    and    Deactivation    of    Herbicides    in 

Soil-Water  Systems, 

W75-033I4  8-07      5B 

Influence  of  Fertilizer  Practices  on  Water  and 
the  Quality  of  the  Environment  (Phase  II). 
W75-03315  8-07      5B 

Elkhorn  River  Basin  Screening  Model,  A  Re- 
port to  the  Missouri  River  Basin  Commission, 
W75-0392I  8-08     6A 

A     Screening     Model    for    Water     Resources 

Planning, 

W75-07388  8-15     6A 

Identification   and   Analysis   of  Selected    High 
Priority  Water  Problems  and  Related  Research 
Needs  of  the  Missouri  River  Basin, 
W75-0785I  8-16     6B 

User-Oriented  Research  Designs, 

W75-08206  8-16     6A 


Water  and  the  Energy  Crisis, 
W75-08210 
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University    of    Nebraska    Faculty    with   Com- 
petence in  Water  Resources  -  Second  Edition. 
W75-08472  8-17      10D 

Water  Resources   Publications   Related   to  the 

State  of  Nebraska  Third  Edition. 

W75-10015  8-20      IOC 

NEBRASKA  WESLEYAN  UNIV.,  LINCOLN. 

Pesticide  Analysis  from  Urban  Storm  Runoff, 
W75-03312  8-07     5A 

NEDERLANDS  INSTITUUT  VOOR 
ONDERZOEK  DER  ZEE,  TEXEL. 

Seasonal  Changes  in  the  Biomass  of  the  Macro- 
Benthos  of  a  Tidal  Flat  Area  in  the  Dutch  Wad- 
den  Sea, 
W75-08103  8-16     5C 

Organochlorine  Compounds  in  Several  Marine 
Organisms  from  the  North  Sea  and  the  Dutch 
Wadden  Sea, 
W75-11608  8-23     5B 

NEGEV  INST.  FOR  ARID  ZONE  RESEARCH, 
BEERSHEBA  (ISRAEL). 

Removal  of  Nitrates  from  Potable  Water  by  Ion 

Exchange, 

W75-02595  8-05     5F 

Simmondsia  Studies  at  the  Negev  Institute, 
W75-08100  8-16     3C 

NEGEV  INST.  FOR  ARID  ZONE  RESEARCH, 
BEERSHEBA  (ISRAEL).  DIV.  OF  LIFE 
SCIENCES. 

Salt  Tolerance  in  the  Wild  Relatives  of  the  Cul- 
tivated Tomato:   Water  Balance   and  Abscisic 
Acid  in  Lycopersicon  Esculentum  and  L.  Peru- 
vianum  Under  Low  and  High  Salinity, 
W75-03549  8-07     3C 

Salt  Tolerance  in  the  Wild  Relatives  of  the  Cul- 
tivated  Tomato:   Water  Balance   and   Abscisic 
Acid  in  Lycopersicon  Esculentum  and  L.  Peru- 
vianum  under  Low  and  High  Salinity, 
W75-07364  8-15     3C 

NEHEZIPARI  KULKERESKEDELMI 
VALLALAT,  BUDAPEST  (HUNGARY). 
(ASSIGNEE) 

Purification    of    Effluent    Containing    Organic 

Matter, 

W75-01046  8-02     5D 

NELSON  (B.L.)  AND  ASSOCIATES,  INC., 
DALLAS,  TEX. 

Comprehensive    Plan    for    Water,    Sewer    and 
Storm  Drainage  in  the  Lower  Rio  Grande  Val- 
ley, (Volume  II). 
W75-04759  8-09     5D 

NELSON  CATCHMENT  BOARD  (NEW 
ZEALAND). 

Integrated   River  Basin  Development  and  Re- 
gional Planning  in  New  Zealand, 
W75-05952  8-12     6B 

NEMAZEE  HOSPITAL,  SHIRAZ  (IRAN).  INST. 
OF  NUCLEAR  MEDICINE. 

Availability    of    Zinc    in    Leavened    and    Un- 
leavened Wholemeal  Wheaten  Breads  as  Mea- 
sured by  Solubility  and  Uptake  by  Rat  Intestine 
in  Vitro, 
W75-02830  8-06     5B 

NEPTUNE  MICROFLOC,  INC.,  CORVALLIS, 
OREG. 

Water-Quality  Requirements  for  the  Petroleum 

Industry, 

W75-10465  8-21      5D 


NEPTUNE  MICROFLOC,  INC.,  CORVALLIS, 
OREG.  (ASSIGNEE). 

Four-Media  Filter, 

W75-08632  8-17     5D 

Liquid  Wastes  Redistribution  Apparatus, 
W75-08634  8-17     5D 

NERATOOM  N.V.,  THE  HAGUE 

(NETHERLANDS).  (ASSIGNEE). 

Centrifugal  Pump  for  Processing  Liquids  Con- 
taining Abrasive  Constitutents,   More  Particu- 
larly, a  Sand  Pump  of  a  Wastewater  Pumper, 
W75-I1679  8-23     5D 

NETHERLANDS  WATERWORKS,  RIJSWIJK. 
TESTING  AND  RESEARCH  INST. 

Conceptual  Aspects  of  Water  Reuse, 
W75-00998  8-02     5D 

Domestic  Waste  Water  Reuse-Aspects  of  the 

Treatment  System, 

W75-10708  8-21      5D 

NEUSE  RIVER  COUNCIL  OF  GOVERNMENTS, 
NEW  BERN,  NX. 

Region  'P',  Phase  I  Water  Quality  Management 

Plan, 

W75-0I144  8-03      5G 

Region   'P',   Phase   II   Water  Quality   Manage- 
ment Plan. 
W75-01145  8-03     5G 

NEVADA  AGRICULTURAL  EXPERIMENT 
STATION,  RENO. 

Evaluation  of   EDDHA   as  an   Extraction  and 
Analytical    Reagent    for    Assessing    the    Iron 
Status  of  Soils, 
W75-04144  8-08      2G 

Infiltration  Role  of  Large  Soil  Pores:  A  Chan- 
nel System  Concept, 
W75-04919  8-10      2G 

Nutrient     and      Sediment     Production      from 

Forested  Watersheds, 

W75-07353  8-15      5B 

NEVADA  ENVIRONMENTAL  CONSULTANTS, 
LAS  VEGAS. 

Facilities  Plan,  Annex  A,  Las  Vegas/Bay  Pollu- 
tion Abatement  Project, 
W75-04867  8-10     6A 

NEVADA  UNIV.,  RENO. 

Valuation     of    a    Ground-Water    Supply     for 

Management  and  Development, 

W75-05613  8-11      4B 

Chemical     Hydrogeology     of     the     Carbonate 

Peninsulas  of  Florida  and  Yucatan, 

W75-056I4  8-11      2F 

Energy-Water  Relationships:  Management  and 
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W75-00728 

W75-00729 

W75-00730 

W75-00731 

W75-00732 

W75-00733 

W75-00734 

W75-00735 

W75-00736 

W75-00737 

W75-00738 

W75-00739 

W75-00740 

W75-00741 

W75-00742 

W75-00743 

W75-00744 

W75-00745 

W75-00746 

W75-00747 

W75-00748 

W75-00749 

W75-00750 

W75-00751 

W75-00752 

W75-00753 

W75-00754 

W75-00755 

W75-00756 

W75-00757 

W75-00758 

W75-00759 

W75-00760 

W75-00761 

W75-00762 

W75-00763 

W75-00764 

W75-00765 

W75-00766 

W75-00767 

W75-00768 

W75-00769 

W 75-00770 

W75-00771 

W75-00772 

W75-00773 

W75-00774 

W75-00775 

W75-00776 

W75-00777 

W75-00778 

W75-00779 

W75-00780 

W75-00781 

W75-00782 

W75-00783 

W75-00784 

W75-00785 

W75-00786 

W75-00787 


8-02     5G 
8-02     8A 
8-02     5D 
8-02     5A 
8-02     5A 
8-02     5D 
8-02     5G 
8-02     5G 
8-02     5D 
8-02     5G 
8-02     5D 
8-02     5D 
8-02     5D 
8-02     5F 
8-02     5D 
8-02     5A 
8-02     5G 
8-02     5D 
8-02     6E 
8-02     5G 
8-02     6E 
8-02     6E 
8-02     5G 
8-02     5G 
8-02     6B 
8-02     5G 
8-02     6G 
8-02     5G 
8-02     6G 
8-02     6E 
8-02     5G 
8-02     6E 
8-02     5G 
8-02     2J 
8-02     2B 
8-02     5B 
8-02     2B 
8-02     4B 
8-02     2F 
8-02     2F 
8-02     8C 
8-02     2C 
8-02     2L 
8-02     3F 
8-02     2B 
8-02     2A 
8-02     2B 
8-02     3F 
8-02     8B 
8-02     2C 
8-02     2C 
8-02     5B 
8-02     4B 
8-02     5B 
8-02     5D 
8-02     5A 
8-02     2C 
8-02     2C 
8-02     3F 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     8B 
8-02     2C 
8-02     5D 
8-02     2C 
8-02     2C 
8-02     5B 
8-02     21 
8-02     5C 
8-02     4B 
8-02     3F 
8-02     2A 
8-02     2L 
8-02     2A 
8-02     5C 


W75-00788 

W75-00789 

W75-00790 

W75-00791 

W75-00792 

W75-00793 

W75-00794 

W75-00795 

W75-00796 

W75-00797 

W75-00798 

W75-00799 

W75-00800 

W75-00801 

W75-00802 

W75-00803 

W75-00804 

W75-00805 

W75-00806 

W75-00807 

W75-00808 

W75-00809 

W75-00810 

W75-00811 

W75-00812 

W75-00813 

W75-00814 

W75-00815 

W75-00816 

W75-00817 

W75-00818 

W75-00819 

W75-00820 

W75-00821 

W75-00822 

W75-00823 

W75-00824 

W75-00825 

W75-00826 

W75-00827 

W75-00828 

W75-00829 

W75-00830 

W75-00831 

W75-00832 

W75-00833 

W75-00834 

W75-00835 

W75-00836 

W75-00837 

W75-00838 

W75-00839 

W75-00840 

W75-00841 

W75-00842 

W75-00843 

W75-00844 

W75-00845 

W75-00846 

W75-00847 

W75-00848 

W75-00849 

W75-00850 

W75-00851 

W75-00852 

W75-00853 

W75-00854 

W75-00855 

W75-00856 

W75-00857 

W75-00858 

W75-00859 

W75-00860 

W75-00861 

W75-00862 

W75-00863 

W75-00864 

W75-00865 

W75-00866 


8-02     5C 
8-02     2G 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     4D 
8-02     5B 
8-02     4B 
8-02     4A 
8-02     7C 
8-02     6E 
8-02     6E 
8-02     6E 
8-02     6E 
8-02     6E 
8-02     5G 
8-02     2E 
8-02     2G 
8-02     7C 
8-02     7A 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2B 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     7C 
8-02     2B 
8-02     7B 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2A 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2A 
8-02     7B 
8-02     2C 
8-02     2C 
8-02     2A 
8-02     2G 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2A 
8-02     7B 
8-02     2C 
8-02     2C 
8-02     2C 
8-02     2A 
8-02     2C 
8-02     2K 
8-02     2C 
8-02     2E 
8-02     2E 
8-02     2A 
8-02     2C 
8-02     2C 
8-02     7B 
8-02     7C 
8-02     2C 
8-02     7C 
8-02     3B 
8-02     7C 
8-02     7B 
8-02     2D 
8-02     7B 
8-02     7B 
8-02     7B 
8-02     7B 
8-02     7B 
8-02     7B 
8-02     7B 


W75-00867 

W75-00868 

W75-00869 

W75-00870 

W75-00871 

W75-00872 

W75-00873 

W75-00874 

W75-00875 

W75-00876 

W75-00877 

W75-00878 

W75-00879 

W75-00880 

W75-00881 

W75-00882 

W75-00883 

W75-00884 

W75-00885 

W75-00886 

W75-00887 

W75-00888 

W75-00889 

W75-00890 

W75-00891 

W75-00892 

W75-00893 

W75-00894 

W75-00895 

W75-00896 

W75-00897 

W75-00898 

W75-00899 

W75-00900 

W75-00901 

W75-00902 

W75-00903 

W75-00904 

W75-00905 

W75-00906 

W75-00907 

W75-00908 

W75-00909 

W75-00910 

W75-00911 

W75-00912 

W75-00913 

W75-00914 

W75-00915 

W 75-009 16 

W75-00917 

W75-00918 

W75-00919 

W75-00920 

W75-00921 

W75-00922 

W75-00923 

W75-00924 

W75-00925 

W75-00926 

W75-00927 

W75-00928 

W75-00929 

W75-00930 

W75-00931 

W75-00932 

W75-00933 

W75-00934 

W75-00935 

W75-00936 

W75-00937 

W75-00938 

W75-00939 

W75-00940 

W75-00941 

W75-00942 

W75-00943 

W75-00944 

W75-00945 


8-02  7B 
8-02  2A 
8-02     2E 

8-02  7B 

8-02  2J 

8-02  4A 

8-02  4A 

8-02  4A 

8-02  7C 

8-02  2A 

8-02  7C 

8-02  2E 

8-02  4A 

8-02  4A 

8-02  4A 

8-02  2C 

8-02  2C 

8-02  2A 

8-02  4A 

8-02  2C 

8-02  2H 

8-02  4A 

8-02  4A 

8-02  2C 

8-02  4A 

8-02  4A 

8-02  2C 

8-02  2A 

8-02  7C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  2C 

8-02  7B 

8-02  2C 

8-02  3B 

8-02  3B 

8-02  3B 

8-02  3B 

8-02  3B 

8-02  3B 

8-02  3B 

8-02  5B 

8-02  4A 

8-02  4A 

8-02  3B 

8-02  6E 

8-02  6E 

8-02  5G 

8-02  8A 

8-02  4A 

8-02  5G 

8-02  5G 

8-02  6E 

8-02  6E 

8-02  4D 

8-02  5G 

8-02  5G 

8-02  5G 

8-02  5G 

8-02  5G 

8-02  5G 

8-02  5G 

8-02  6E 

8-02  5G 

8-02  5G 


A-3 


ACCESSION  NUMBER  INDEX 


W75-00946 

W75-00946 

8-02 

5G 

W75-00947 

8-02 

5G 

W75-00948 

8-02 

5G 

W75-00949 

8-02 

5G 

W75-00950 

8-02 

5G 

W75-00951 

8-02 

5G 

W75-00952 

8-02 

6E 

W75-00953 

8-02 

6E 

W75-00954 

8-02 

5B 

W75-00955 

8-02 

6E 

W75-00956 

8-02 

6E 

W75-00957 

8-02 

6E 

W75-00958 

8-02 

5G 

W75-00959 

8-02 

21 

W75-00960 

8-02 

5G 

W75-00961 

8-02 

6E 

W75-00962 

8-02 

5G 

W75-00963 

8-02 

5D 

W75-00964 

8-02 

4A 

W75-00965 

8-02 

5D 

W75-00966 

8-02 

5A 

W75-00967 

8-02 

4A 

W75-00968 

8-02 

2A 

W75-00969 

8-02 

2A 

W75-00970 

8-02 

6G 

W75-00971 

8-02 

5G 

W75-00972 

8-02 

SB 

W75-00973 

8-02 

2H 

W75-00974 

8-02 

21 

W75-00975 

8-02 

4C 

W75-00976 

8-02 

5C 

W75-00977 

8-02 

5C 

W75-00978 

8-02 

5C 

W75-00979 

8-02 

5C 

W75-00980 

8-02 

6B 

W75-00981 

8-02 

6E 

W75-00982 

8-02 

6E 

W75-00983 

8-02 

6B 

W75-00984 

8-02 

6E 

W75-0O985 

8-02 

5G 

W75-00986 

8-02 

6E 

W75-00987 

8-02 

6C 

W75-00988 

8-02 

6E 

W75-00989 

8-02 

4A 

W75-00990 

8-02 

4A 

W75-00991 

8-02 

4A 

W75-00992 

8-02 

4A 

W75-00993 

8-02 

4A 

W75-00994 

8-02 

4A 

W75-00995 

8-02 

4A 

W75-00996 

8-02 

4A 

W75-00997 

8-02 

4A 

W75-00998 

8-02 

5D 

W75-00999 

8-02 

5A 

W75-01000 

8-02 

5A 

W75-01001 

8-02 

6A 

W75-O10O2 

8-02 

6F 

W75-01003 

8-02 

6D 

W75-01004 

8-02 

5D 

W75-010O5 

8-02 

6B 

W75-01OO6 

8-02 

6B 

W75-01007 

8-02 

3F 

W75-01008 

8-02 

2L 

W75-01009 

8-02 

SB 

W75-01010 

8-02 

4D 

W75-01011 

8-02 

4D 

W75-O1012 

8-02 

21 

W75-O1013 

8-02 

21 

W75-O1014 

8-02 

3F 

W75-01015 

8-02 

8A 

W75-01016 

8-02 

7B 

W75-O1017 

8-02 

5C 

W75-01018 

8-02 

5C 

W75-O1019 

8-02 

2H 

W75-01020 

8-02 

5C 

W75-O1021 

8-02 

5C 

W75-01022 

8-02 

5C 

W75-01023 

8-02 

5C 

W75-O1024 

8-02 

5C 

W75-01025 

8-02 

5C 

W75-01026 

8-02 

5C 

W  7  5-0 1027 

8-02 

2G 

W75-01028 

8-02 

6B 

W75-01029 

8-02 

3F 

W75-01030 

8-02 

5B 

W75-01031 

8-02 

5D 

W75-01032 

8-02 

8C 

W75-01O33 

8-02 

3F 

W75-01034 

8-02 

5G 

W75-01035 

8-02 

5D 

W75-O1036 

8-02 

5G 

W75-01037 

8-02 

5D 

W75-01038 

8-02 

5G 

W75-01039 

8-02 

5D 

W75-01040 

8-02 

5D 

W75-01041 

8-02 

5D 

W75-01042 

8-02 

3A 

W75-01043 

8-02 

5G 

W75-0I044 

8-02 

5G 

W75-01045 

8-02 

5D 

W75-01046 

8-02 

5D 

W75-01047 

8-02 

3F 

W75-01048 

8-02 

2G 

W75-01049 

8-02 

5G 

W75-01050 

8-02 

7B 

W75-01051 

8-02 

3F 

W75-01052 

8-02 

21 

W75-01O53 

8-02 

5C 

W75-01054 

8-02 

3F 

W75-01055 

8-02 

4A 

W75-01056 

8-02 

7B 

W75-01057 

8-02 

3C 

W75-01058 

8-02 

21 

W75-01059 

8-02 

5C 

W75-01060 

8-02 

5A 

W75-01061 

8-02 

2H 

W75-01062 

8-02 

81 

W75-01063 

8-02 

2H 

W75-01064 

8-02 

5C 

W75-01065 

8-02 

21 

W75-01066 

8-02 

3F 

W75-01067 

8-02 

5G 

W75-01068 

8-02 

5C 

W75-01069 

8-02 

5A 

W75-01070 

8-02 

21 

W75-01071 

8-02 

21 

W75-01072 

8-02 

2G 

W75-01073 

8-02 

4A 

W75-01074 

8-02 

81 

W75-01075 

8-02 

5C 

W75-01076 

8-02 

21 

W75-01077 

8-02 

5C 

W75-01078 

8-02 

21 

W75-01079 

8-02 

21 

W75-01080 

8-02 

4A 

W75-01081 

8-02 

5C 

W75-01082 

8-02 

5C 

W75-01083 

8-02 

2L 

W75-01084 

8-02 

2H 

W75-01O85 

8-02 

81 

W75-01086 

8-02 

81 

W75-01087 

8-02 

81 

W75-01088 

8-02 

81 

W  75-0 1089 

8-02 

81 

W75-O109O 

8-02 

5C 

W75-01091 

8-02 

2H 

W75-01092 

8-02 

81 

W75-01093 

8-02 

5C 

W75-01094 

8-02 

21 

W75-01095 

8-02 

3F 

W75-01096 

8-02 

21 

W75-01097 

8-02 

2G 

W75-01098 

8-02 

4A 

W75-01099 

8-02 

2G 

W75-01100 

8-02 

2G 

W75-01101 

8-03 

2H 

W75-01102 

8-03 

5B 

W75-01103 

8-03 

5B 

W75-01104 

W75-01105 

W75-01106 

W75-01107 

W75-01108 

W75-01109 

W75-01110 

W75-01111 

W75-01112 

W75-01113 

W75-01114 

W75-01115 

W75-01116 

W75-01117 

W75-01118 

W75-01119 

W75-01120 

W75-01121 

W75-01122 

W75-01123 

W75-01124 

W75-01125 

W75-01126 

W75-01127 

W75-01128 

W75-01129 

W75-01130 

W75-OU31 

W75-01132 

W75-01133 

W75-01134 

W75-01135 

W75-0U36 

W75-01137 

W75-01138 

W75-01139 

W75-01140 

W75-01141 

W75-01142 

W75-01143 

W75-01144 

W75-01145 

W75-01146 

W75-0M47 

W75-0U48 

W75-01149 

W75-01150 

W75-01151 

W75-01152 

W75-0U53 

W75-01154 

W75-01155 

W75-01156 

W75-01157 

W75-01158 

W75-01159 

W75-01160 

W75-01161 

W75-01162 

W75-01163 

W75-01164 

W75-01165 

W75-0U66 

W75-01167 

W75-01168 

W75-01169 

W75-01170 

W75-01171 

W75-01172 

W75-01173 

W75-01174 

W75-01175 

W75-01176 

W75-01177 

W75-01178 

W75-01179 

W75-01180 

W75-01181 

W75-01182 


8-03     5A 
8-03     5C 
8-03     6B 
8.03     5A 
8-03     5G 
8-03     6B 
8-03     5D 
8-03     5B 
8-03     6A 
8-03     21 
8-03     21 
8-03     6A 
8-03     21 
8-03     4B 
8-03     5A 
8-03     6B 
8-03     3F 
8-03     2H 
8-03     6B 
8-03     5C 
8-03     4C 
8-03     2B 
8-03     2G 
8-03     2F 
8-03     5C 
8-03     5G 
8-03     6G 
8-03     5G 
8-03     5B 
8-03     5C 
8-03     5G 
8-03     5C 
8-03     5C 
8-03     6D 
8-03     5G 
8-03     5A 
8-03     5B 
8-03     5D 
8-03     6B 
8-03     5C 
8-03     5G 
8-03     5G 
8-03     6B 
8-03     6F 
8-03     6D 
8-03     5C 
8-03     3F 
8-03     3F 
8-03     5G 
8-03     5A 
8-03     2G 
8-03     5C 
8-03     3F 
8-03     2A 
8-03     2A 
8-03     2F 
8-03     7C 
8-03     2L 
8-03     2F 
8-03     6B 
8-03     7C 
8-03     7C 
8-03     5B 
8-03     2C 
8-03     4B 
8-03     4B 
8-03     5B 
8-03     4A 
8-03     5B 
8-03     7C 
8-03     7C 
8-03     7C 
8-03     7C 
8-03     7C 
8-03     5A 
8-03     4B 
8-03     2F 
8-03     4A 
8-03     5A 


W75-01183 

W75-0U84 

W75-01185 

W75-01186 

W75-0U87 

W75-01188 

W75-01189 

W75-01190 

W75-01191 

W75-01192 

W75-01193 

W75-01194 

W75-01195 

W75-01196 

W75-01197 

W75-01I98 

W75-01199 

W75-01200 

W75-01201 

W75-01202 

W75-01203 

W75-012O4 

W75-01205 

W75-01206 

W75-01207 

W75-01208 

W75-01209 

W75-01210 

W75-01211 

W75-01212 

W75-01213 

W75-01214 

W75-01215 

W75-01216 

W75-01217 

W75-01218 

W75-01219 

W75-01220 

W75-01221 

W75-01222 

W75-01223 

W75-01224 

W75-01225 

W75-01226 

W75-01227 

W75-01228 

W75-01229 

W75-01230 

W75-01231 

W75-01232 

W75-01233 

W75-01234 

W75-01235 

W75-01236 

W75-01237 

W75-01238 

W75-01239 

W75-01240 

W75-01241 

W75-01242 

W75-01243 

W75-01244 

W75-01245 

W75-01246 

W75-01247 

W75-01248 

W75-01249 

W75-01250 

W75-01251 

W75-01252 

W75-01253 

W75-01254 

W75-01255 

W75-01256 

W75-01257 

W75-01258 

W75-01259 

W75-01260 

W75-01261 


8-03 
8-03 
8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 

8-03 


2E 

5D 

5F 

5D 

5D 

8B 

5D 

5D 

5D 

SD 

5D 

5D 

5G 

5D 

3A 

8B 

5B 

5D 

5B 

9D 

5B 

2F 

2F 

2H 

5D 

5C 

9D 

4A 

2F 

4A 

4A 

7B 

5C 

5C 

5A 

2A 

10A 

2G 

2G 

3F 

3F 

3F 

5C 

4A 

6B 

1A 

5C 

5A 

4C 

2G 

2G 

2G 

5B 

5B 

5E 

5C 

2G 

2G 

2F 

3F 

5C 

2H 

5A 

6D 

SB 

5D 

SD 

21 

5F 

5D 

8A 

6D 

8D 

4A 

5B 

5A 

5A 

SD 

5B 


A-4 
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W75-01577 


W75-01262 
W75-01263 
W75-01264 
W75-01265 
W75-01266 
W75-01267 
W75-01268 
W75-01269 
W75-01270 
W75-01271 
W75-01272 
W75-01273 
W75-01274 
W75-01275 
W75-01276 
W75-01277 
W75-01278 
W75-01279 
W75-01280 
W75-01281 
W75-01282 
W75-01283 
W75-01284 
W75-01285 
W75-01286 
W75-01287 
W75-01288 
W75-01289 
W75-01290 
W75-01291 
W75-01292 
W75-01293 
W75-01294 
W75-01295 
W75-01296 
W75-01297 
W75-01298 
W75-01299 
W75-01300 
W75-01301 
W75-01302 
W75-01303 
W75-01304 
W75-01305 
W75-01306 
W75-01307 
W75-01308 
W75-01309 
W75-01310 
W75-01311 
W75-01312 
W75-01313 
W75-01314 
W75-01315 
W75-01316 
W75-01317 
W75-01318 
W75-01319 
W75-01320 
W75-01321 
W75-01322 
W75-01323 
W75-01324 
W75-01325 
W75-01326 
W75-01327 
W75-01328 
W75-01329 
W75-O1330 
W75-0I331 
W75-OI332 
W75-01333 
W75-01334 
W75-01335 
W7S-01336 
W75-01337 
W75-01338 
W75-01339 
W75-01340 


8-03  7B 

8-03  5B 

8-03  5B 

8-03  5A 

8-03  5D 

8-03  5D 

8-03  SB 

8-03  5D 

8-03  5D 

8-03  5B 

8-03  5A 

8-03  5A 

8-03  5D 

8-03  5D 

8-03  5D 

8-03  5D 

8-03  5D 

8-03  5D 

8-03  5D 

8-03  5C 

8-03  SB 

8-03  5C 

8-03  5D 

8-03  3E 

8-03  5D 

8-03  5D 

8-03  5D 

8-03  5G 

8-03  4A 

8-03  2F 

8-03  2G 

8-03  2B 

8-03  2C 

8-03  4B 

8-03  1A 

8-03  2A 

8-03  4A 

8-03  2G 

8-03  2D 

8-03  4A 

8-03  4A 

8-03  2E 

8-03  2E 

8-03  2A 

8-03  2E 

8-03  2D 

8-03  8B 

8-03  7C 

8-03  7C 

8-03  7C 

8-03  7B 

8-03  9D 

8-03  6B 

8-03  4A 

8-03  9D 

8-03  5G 

8-03  5B 

8-03  5C 

8-03  4B 

8-03  7C 

8-03  5C 

8-03  5G 

8-03  5B 

8-03  5C 

8-03  5C 

8-03  5B 

8-03  5C 

8-03  SB 

8-03  5G 

8-03  5A 

8-03  5A 

8-03  5C 

8-03  2G 

8-03  5B 

8-03  5C 

8-03  2C 

8-03  6A 

8-03  5G 

8-03  6E 


W75-01341 
W75-01342 
W75-01343 
W75-01344 
W75-01345 
W75-01346 
W75-01347 
W75-01348 
W75-01349 
W75-01350 
W75-01351 
W75-01352 
W75-01353 
W75-01354 
W75-01355 
W75-01356 
W75-01357 
W75-01358 
W75-01359 
W75-01360 
W75-01361 
W75-01362 
W75-01363 
W75-01364 
W75-01365 
W75-01366 
W75-01367 
W75-01368 
W75-01369 
W75-01370 
W75-01371 
W75-01372 
W75-01373 
W75-01374 
W75-01375 
W75-01376 
W75-01377 
W75-01378 
W75-01379 
W75-01380 
W75-01381 
W75-01382 
W75-01383 
W75-01384 
W75-01385 
W75-01386 
W75-01387 
W75-01388 
W75-01389 
W75-01390 
W75-01391 
W75-01392 
W75-01393 
W75-01394 
W75-01395 
W 75-0 1396 
W75-01397 
W75-01398 
W75-01399 
W75-01400 
W75-01401 
W75-01402 
W75-01403 
W75-01404 
W75-01405 
W75-01406 
W75-01407 
W75-01408 
W75-01409 
W75-01410 
W75-014U 
W75-01412 
W75-01413 
W75-01414 
W75-01415 
W75-01416 
W75-01417 
W75-01418 
W75-01419 


8-03  6F 

8-03  4B 

8-03  6G 

8-03  4A 

8-03  5G 

8-03  6E 

8-03  3B 

8-03  6B 

8-03  6E 

8-03  2E 

8-03  2H 

8-03  7C 

8-03  SB 

8-03  5B 

8-03  5B 

8-03  5B 

8-03  5B 

8-03  5B 

8-03  5B 

8-03  5B 

8-03  7B 

8-03  2K 

8-03  7B 

8-03  2C 

8-03  2J 

8-03  7C 

8-03  7C 

8-03  7C 

8-03  7C 

8-03  7C 

8-03  5D 

8-03  8F 

8-03  5A 

8-03  5A 

8-03  5A 

8-03  5A 

8-03  5D 

8-03  5A 

8-03  5D 

8-03  5D 

8-03  5B 

8-03  3B 

8-03  5A 

8-03  2K 

8-03  5C 

8-03  3F 

8-03  5D 

8-03  6A 

8-03  6B 

8-03  6B 

8-03  5D 

8-03  5D 

8-03  5D 

8-03  5C 

8-03  5F 

8-03  5B 

8-03  5G 

8-03  2B 

8-03  2F 

8-03  2A 

8-03  7B 

8-03  2H 

8-03  6B 

8-03  5B 

8-03  5D 

8-03  6E 

8-03  5D 

8-03  5C 

8-03  5B 

8-03  5G 

8-03  5C 

8-03  5C 

8-03  5C 

8-03  5C 

8-03  5C 

8-03  5C 

8-03  5C 

8-03  5C 

8-03  81 


W75-01420 

8-03 

5B 

W75-01421 

8-03 

5C 

W75-01422 

8-03 

5B 

W75-01423 

8-03 

5C 

W75-01424 

8-03 

5C 

W75-01425 

8-03 

5C 

W75-01426 

8-03 

5C 

W75-01427 

8-03 

5A 

W75-01428 

8-03 

6B 

W75-01429 

8-03 

6F 

W75-01430 

8-03 

4A 

W75-01431 

8-03 

6G 

W75-01432 

8-03 

5C 

W75-01433 

8-03 

5B 

W75-01434 

8-03 

6E 

W75-01435 

8-03 

5B 

W75-01436 

8-03 

4A 

W75-01437 

8-03 

6B 

W75-01438 

8-03 

6E 

W75-01439 

8-03 

6E 

W75-01440 

8-03 

6E 

W75-01441 

8-03 

6B 

W75-01442 

8-03 

6E 

W75-01443 

8-03 

6A 

W 75-0 1444 

8-03 

3F 

W75-01445 

8-03 

6B 

W75-01446 

8-03 

5G 

W75-01447 

8-03 

3F 

W75-01448 

8-03 

6E 

W75-01449 

8-03 

6E 

W75-01450 

8-03 

6E 

W75-01451 

8-03 

7B 

W75-01452 

8-03 

4A 

W75-01453 

8-03 

4A 

W75-01454 

8-03 

6B 

W75-01455 

8-03 

4B 

W75-01456 

8-03 

6B 

W75-01457 

8-03 

4B 

W75-01458 

8-03 

6B 

W75-01459 

8-03 

4B 

W75-01460 

8-03 

4A 

W75-01461 

8-03 

2H 

W75-01462 

8-03 

2J 

W75-01463 

8-03 

4B 

W75-01464 

8-03 

4B 

W75-01465 

8-03 

5D 

W75-01466 

8-03 

5D 

W75-01467 

8-03 

5D 

W75-01468 

8-03 

5G 

W75-01469 

8-03 

3B 

W75-01470 

8-03 

8F 

W75-01471 

8-03 

5D 

W75-01472 

8-03 

2L 

W75-01473 

8-03 

5C 

W75-01474 

8-03 

5C 

W75-01475 

8-03 

5C 

W75-01476 

8-03 

5C 

W75-01477 

8-03 

5C 

W75-01478 

8-03 

5C 

W75-01479 

8-03 

5C 

W75-01480 

8-03 

5C 

W75-01481 

8-03 

5C 

W75-01482 

8-03 

5C 

W75-01483 

8-03 

5B 

W75-01484 

8-03 

5C 

W75-01485 

8-03 

5C 

W75-01486 

8-03 

5C 

W75-01487 

8-03 

7B 

W75-01488 

8-03 

5C 

W75-01489 

8-03 

5C 

W75-01490 

8-03 

5C 

W75-01491 

8-03 

5C 

W75-01492 

8-03 

5C 

W75-01493 

8-03 

2D 

W75-01494 

8-03 

5C 

W75-01495 

8-03 

5C 

W75-01496 

8-03 

5C 

W75-01497 

8-03 

5C 

W75-01498 

8-03 

5C 

W75-01499 
W75-015O0 
W75-015O1 
W75-01502 
W75-01503 
W75-01504 
W75-01505 
W75-01506 
W75-01507 
W75-01508 
W75-01509 
W75-01510 
W75-01511 
W75-01512 
W75-01513 
W75-01514 
W75-01515 
W75-01516 
W75-01517 
W75-01518 
W75-01519 
W75-01520 
W75-01521 
W75-01522 
W75-01523 
W75-01524 
W75-01525 
W75-01526 
W75-01527 
W75-01528 
W75-01529 
W75-01530 
W75-01531 
W75-01532 
W75-01533 
W75-01534 
W75-01535 
W75-01536 
W75-01537 
W75-01538 
W75-01539 
W75-01540 
W75-01541 
W75-01542 
W75-01543 
W75-01544 
W75-01545 
W75-01546 
W75-01547 
W75-01548 
W75-01549 
W75-01550 
W75-01551 
W75-01552 
W75-01553 
W75-01554 
W75-01555 
W75-01556 
W75-01557 
W75-01558 
W75-01559 
W75-01560 
W75-01561 
W75-01562 


8-03  5C 

8-03  6A 

8-03  5C 

8-03  5B 

8-03  5A 

8-03  5C 


-03 
-03 


5A 
5C 


8-03  5C 

8-03  5C 

8-03  5B 

8-03  2L 

8-03  5B 

8-03  5C 

8-03  5C 

8-03  5C 

8-03  5A 

8-03  5B 

8-03  5B 

8-03  5B 

8-03  5B 

8-03  5B 

8-03  5B 

8-03  2C 

8-03  2C 

,8-03  2C 

8-03  2C 

8-03  7B 

8-03  7C 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  7B 

8-03  2C 

8-03  2B 

8-03  2B 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  2C 

8-03  7B 

8-03  2A 

8-03  7C 

8-03  2C 

8-03  7B 

8-03  7B 

8-03  2C 

8-03  7C 

8-03  7C 

8-03  7B 

8-03  7B 

8-03  7B 

8-03  7B 

8-03  7B> 

8-03  7B 


W75-01563 

8-03 

7B 

W75-01564 

8-03 

7B 

W75-01565 

8-03 

7B 

W75-01566 

8-03 

7C 

W75-01567 

8-03 

7B 

W75-01568 

8-03 

7B 

W75-01569 

8-03 

7B 

W75-01570 

8-03 

7B 

W75-01571 

8-03 

7C 

W75-01572 

8-03 

2C 

W75-01573 

8-03 

7B 

W75-01574 

8-03 

7B 

W75-01575 

8-03 

7B 

W75-01576 

8-03 

7B 

W75-01577 

8-03 

7B 

A-5 

ACCESSION  NUMBER  INDEX 


W75-01578 

W75-01578 

8-03 

7B 

W75-01579 

8-03 

7B 

W75-01580 

8-03 

7B 

W75-01581 

8-03 

7B 

W75-01582 

8-03 

7B 

W75-01583 

8-03 

7B 

W75-01584 

8-03 

7B 

W75-01585 

8-03 

7B 

W75-01586 

8-03 

7B 

W75-01587 

8-03 

7B 

W75-01588 

8-03 

7B 

W75-01589 

8-03 

7B 

W75-01590 

8-03 

7B 

W75-01591 

8-03 

7B 

W75-01592 

8-03 

7B 

W75-01593 

8-03 

7B 

W75-01594 

8-03 

2C 

W75-01595 

8-03 

2C 

W75-01596 

8-03 

7B 

W75-01597 

8-03 

2C 

W75-01598 

8-03 

5A 

W75-01599 

8-03 

5G 

W75-01600 

8-03 

5G 

W75-01601 

8-03 

2L 

W75-01602 

8-03 

21 

W75-01603 

8-03 

2J 

W75-01604 

8-03 

5C 

W75-01605 

8-03 

3F 

W75-01606 

8-03 

3F 

W75-01607 

8-03 

3F 

W75-01608 

8-03 

3F 

W75-01609 

8-03 

3F 

W75-01610 

8-03 

3F 

W75-01611 

8-03 

3F 

W75-01612 

8-03 

3F 

W75-01613 

8-03 

3F 

W75-01614 

8-03 

7B 

W75-01615 

8-03 

3F 

W75-01616 

8-03 

2D 

W7S-01617 

8-03 

21 

W75-01618 

8-03 

21 

W75-01619 

8-03 

5A 

W75-01620 

8-03 

5A 

W75-01621 

8-03 

5A 

W75-01622 

8-03 

5A 

W75-01623 

8-03 

5A 

W75-01624 

8-03 

5A 

W75-01625 

8-03 

7B 

W75-01626 

8-03 

8A 

W75-01627 

8-03 

SB 

W75-01628 

8-03 

5D 

W75-01629 

8-03 

8A 

W75-01630 

8-03 

8A 

W75-01631 

8-03 

5D 

W75-01632 

8-03 

5D 

W75-01633 

8-03 

5G 

W75-01634 

8-03 

5D 

W75-01635 

8-03 

5F 

W75-01636 

8-03 

21 

W75-01637 

8-03 

5D 

W75-01638 

8-03 

5D 

W75-01639 

8-03 

5G 

•   W75-01640 

8-03 

5A 

W75-01641 

8-03 

5A 

W75-01642 

8-03 

5A 

W75-01643 

8-03 

2E 

W75-01644 

8-03 

5A 

W75-01645 

8-03 

2A 

W75-01646 

8-03 

5B 

W75-01647 

8-03 

5A 

W75-01648 

8-03 

2E 

W75-01649 

8-03 

7B 

W75-01650 

8-03 

5D 

W75-01651 

8-04 

6A 

W75-01652 

8-04 

7C 

W75-01653 

8-04 

5C 

W75-01654 

8-04 

5C 

W75-01655 

8-04 

5C 

W75-0165< 

8-04 

5D 

W75-01657 

B-04 

5D 

W75-01658 

8-04 

2K 

W75-01659 

8-04 

5A 

W75-01660 

8-04 

5C 

W75-01661 

8-04 

5C 

W75-01662 

8-04 

5C 

W75-01663 

8-04 

2K 

W75-01664 

8-04 

5C 

W75-01665 

8-04 

2G 

W75-01666 

8-04 

5C 

W75-01667 

8-04 

5C 

W75-01668 

8-04 

2G 

W75-01669 

8-04 

5A 

W75-01670 

8-04 

5A 

W75-01671 

8-04 

5C 

W75-01672 

8-04 

5B 

W75-01673 

8-04 

SB 

W75-01674 

8-04 

5C 

W75-0167S 

8-04 

5B 

W  7  5-0 1676 

8-04 

5B 

W75-01677 

8-04 

5D 

W75-01678 

8-04 

5B 

W75-01679 

8-04 

5C 

W75-01680 

8-04 

2G 

W75-01681 

8-04 

3F 

W75-01682 

8-04 

5C 

W75-01683 

8-04 

5F 

W75-01684 

8-04 

5C 

W75-01685 

8-04 

5C 

W75-01686 

8-04 

5C 

W75-01687 

8-04 

5C 

W75-01688 

8-04 

2G 

W75-01689 

8-04 

3F 

W75-01690 

8-04 

SB 

W75-01691 

8-04 

SB 

W75-01692 

8-04 

SB 

W75-01693 

8-04 

5A 

W75-01694 

8-04 

3F 

W75-01695 

8-04 

5B 

W75-01696 

8-04 

5A 

W75-01697 

8-04 

3F 

W75-01698 

8-04 

SB 

W75-01699 

8-04 

6G 

W75-017O0 

8-04 

SB 

W75-01701 

8-04 

5G 

W75-01702 

8-04 

6E 

W75-01703 

8-04 

6E 

W75-01704 

8-04 

6E 

W75-01705 

8-04 

6E 

W75-01706 

8-04 

6E 

W75-01707 

8-04 

5G 

W75-O1708 

8-04 

6E 

W75-01709 

8-04 

5G 

W75-01710 

8-04 

6E 

W75-01711 

8-04 

6E 

W75-01712 

8-04 

6E 

W75-01713 

8-04 

6E 

W75-01714 

8-04 

6E 

W75-01715 

8-04 

6E 

W75-01716 

8-04 

5G 

W75-01717 

8-04 

6E 

W75-01718 

8-04 

5G 

W75-01719 

8-04 

6E 

W75-01720 

8-04 

6F 

W75-01721 

8-04 

5G 

W75-01722 

8-04 

5G 

W75-01723 

8-04 

6E 

W75-01724 

8-04 

2D 

W75-01725 

8-04 

6E 

W75-01726 

8-04 

5G 

W75-01727 

8-04 

5D 

W75-01728 

8-04 

5G 

W75-01729 

8-04 

5G 

W75-01730 

8-04 

5G 

W75-01731 

8-04 

6E 

W75-01732 

8-04 

6E 

W75-01733 

8-04 

6E 

W75-01734 

8-04 

6E 

W75-01735 

8-04 

6E 

W75-01736 

3-04 

5D 

W75-01737 

8-04 

5D 

W75-01738 

B-04 

5A 

W75-01739 

B-04 

2K 

W75-01740 

8-04 

2F 

W75-01741 

8-04 

2F 

W75-01742 

8-04 

2G 

W75-01743 

8-04 

5F 

W75-01744 

8-04 

5A 

W75-01745 

8-04 

8B 

W75-01746 

8-04 

8A 

W75-01747 

8-04 

8A 

W75-01748 

8-04 

8A 

W75-01749 

8-04 

8A 

W75-01750 

8-04 

5D 

W75-01751 

8-04 

5D 

W75-01752 

8-04 

5F 

W75-01753 

8-04 

5D 

W75-01754 

8-04 

5D 

W75-01755 

8-04 

5B 

W75-0I756 

8-04 

5D 

W75-01757 

8-04 

5D 

W75-01758 

8-04 

5D 

W75-01759 

8-04 

5D 

W75-01760 

8-04 

7C 

W75-01761 

8-04 

2G 

W75-01762 

8-04 

8B 

W75-01763 

8-04 

2A 

W75-01764 

8-04 

2A 

W75-01765 

8-04 

5D 

W75-01766 

8-04 

5D 

W75-01767 

8-04 

5B 

W75-01768 

8-04 

5D 

W75-01769 

8-04 

5F 

W75-01770 

8-04 

5B 

W75-01771 

8-04 

5D 

W75-01772 

8-04 

5D 

W75-01773 

8-04 

5D 

W75-01774 

8-04 

5D 

W75-01775 

8-04 

2D 

W75-01776 

8-04 

5G 

W75-01777 

8-04 

5G 

W75-01778 

8-04 

6E 

W75-01779 

8-04 

5F 

W7S-01780 

8-04 

6E 

W75-01781 

8-04 

6E 

W75-01782 

8-04 

6E 

W75-01783 

8-04 

6E 

W75-01784 

8-04 

5G 

W75-01785 

8-04 

6E 

W75-01786 

8-04 

6E 

W75-01787 

8-04 

2L 

W75-01788 

8-04 

6E 

W75-01789 

8-04 

4A 

W75-01790 

8-04 

6E 

W 75-0 1791 

8-04 

6E 

W75-01792 

8-04 

6E 

W75-01793 

8-04 

5G 

W75-01794 

8-04 

5G 

W75-01795 

8-04 

5B 

W75-01796 

8-04 

2E 

W75-01797 

8-04 

6F 

W75-01798 

8-04 

5B 

W75-01799 

8-04 

5B 

W75-01800 

8-04 

6E 

W75-01801 

8-04 

4A 

W75-01802 

8-04 

6A 

W75-01803 

8-04 

6A 

W75-01804 

8-04 

3F 

W75-01805 

8-04 

6B 

W75-01806 

8-04 

4B 

W75-01807 

8-04 

6A 

W75-01808 

8-04 

6C 

W75-01809 

8-04 

6B 

W75-01810 

8-04 

6B 

W75-01811 

8-04 

4A 

W75-01812 

8-04 

5D 

W75-01813 

8-04 

4A 

W75-018H 

8-04 

2K 

W75-01815 

8-04     2E 

W75-01816 

B-04     5B 

W75-01817 

B-04     2F 

W75-01818 

B-04     5A 

W75-01819 

8-04     2F 

W75-01820 

8-04     7C 

W75-01821 

8-04     7C 

W75-01822 

8-04     7C 

W75-01823 

8-04     2E 

W75-01824 

8-04     4A 

W75-01825 

8-04     7C 

W75-01826 

8-04     5B 

W75-01827 

8-04     5C 

W75-01828 

8-04     5C 

W75-01829 

8-04     5C 

W75-01830 

8-04     5C 

W75-01831 

8-04     5C 

W75-01832 

8-04     5C 

W75-01833 

8-04     5B 

W75-01834 

8-04     5G 

W75-01835 

8-04     5C 

W75-01836 

8-04     5C 

W75-01837 

8-04     5C 

W75-01838 

8-04     5D 

W75-01839 

8-04     5C 

W75-01840 

8-04     5D 

W75-01841 

8-04     5B 

W75-01842 

8-04     2J 

W75-01843 

8-04     8B 

W75-01844 

8-04     2J 

W75-01845 

8-04     2H 

W75-01846 

8-04     8E 

W75-01847 

8-04     8E 

W75-01848 

8-04     5 A 

W75-01849 

8-04     2H 

W75-01850 

8-04     5B 

W75-01851 

8-04     2J 

W75-01852 

8-04     6B 

W75-01853 

8-04     5D 

W75-01854 

8-04     5C 

W75-01855 

8-04     2D 

W75-01856 

8-04     6A 

W75-01857 

8-04     5D 

W75-01858 

8-04     5B 

W75-01859 

8-04     6A 

W75-01860 

8-04     5  A 

W75-01861 

8-04     4D 

W75-01862 

8-04     4A 

W75-01863 

8-04     4D 

W75-01864 

8-04     2J 

W75-01865 

8-04     5 A 

W75-01866 

8-04     5D 

W75-01867 

8-04     5D 

W75-01868 

8-04     5D 

W75-01869 

8-04     5C 

W75-01870 

8-04     5B 

W75-01871 

8-04     5B 

W75-01872 

8-04     5G 

W75-01873 

8-04     5B 

W75-01874 

8-04     5A 

W75-01875 

8-04     5D 

W75-01876 

8-04     5B 

W75-01877 

8-04     5C 

W75-01878 

8-04     5G 

W75-01879 

8-04     5F 

W75-01880 

8-04     5C 

W75-01881 

8-04     5A 

W75-01882 

8-04     5A 

W75-01883 

8-04     5B 

W75-01884 

8-04     5A 

W75-01885 

8-04     5A 

W75-01886 

8-04     5F 

W75-01887 

8-04     5G 

W75-01888 

8-04     5 A 

W75-01889 

8-04     5A 

W75-0189C 

8-04     5D 

W75-01891 

8-04     5D 

W75-0189i 

8-04     5D 

W75-01893 

8-04     5D 

A-6 
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W75-02209 


W75-01894 

8-04 

7B 

W75-01895 

8-04 

5F 

W75-01896 

8-04 

5D 

W75-01897 

8-04 

5D 

W75-01898 

8-04 

5D 

W75-01899 

8-04 

5C 

W75-01900 

8-04 

5C 

W75-01901 

8-04 

5D 

W75-01902 

8-04 

5D 

W75-01903 

8-04 

7B 

W75-01904 

8-04 

5G 

W75-01905 

8-04 

3F 

W75-01906 

8-04 

5D 

W75-01907 

8-04 

3F 

W75-01908 

8-04 

8C 

W75-01909 

8-04 

5D 

W75-01910 

8-04 

5D 

W75-01911 

8-04 

5D 

W75-01912 

8-04 

5B 

W75-01913 

8-04 

5D 

W75-01914 

8-04 

5F 

W75-01915 

8-04 

5D 

W75-01916 

8-04 

5D 

W75-01917 

8-04 

5D 

W75-01918 

8-04 

5F 

W75-01919 

8-04 

5A 

W75-01920 

8-04 

5D 

W75-01921 

8-04 

5A 

W75-01922 

8-04 

5D 

W75-01923 

8-04 

5D 

W75-01924 

8-04 

8G 

W75-01925 

8-04 

5B 

W75-01926 

8-04 

5B 

W75-01927 

8-04 

5D 

W75-01928 

8-04 

5D 

W75-01929 

8-04 

3D 

W75-01930 

8-04 

5C 

W75-01931 

8-04 

5D 

W75-01932 

8-04 

5G 

W75-01933 

8-04 

4A 

W75-01934 

8-04 

4A 

W75-01935 

8-04 

4A 

W75-01936 

8-04 

4A 

W75-01937 

8-04 

4A 

W75-01938 

8-04 

5D 

W75-01939 

8-04 

5D 

W75-01940 

8-04 

2D 

W75-01941 

8-04 

5G 

W75-01942 

8-04 

5G 

W75-01943 

8-04 

5C 

W75-01944 

8-04 

5D 

W75-01945 

8-04 

5A 

W75-01946 

8-04 

6E 

W75-01947 

8-04 

3F 

W75-01948 

8-04 

5G 

W75-01949 

8-04 

6B 

W75-01950 

8-04 

5G 

W75-01951 

8-04 

4A 

W75-01952 

8-04 

5F 

W75-01953 

8-04 

3F 

W75-01954 

8-04 

6D 

W75-01955 

8-04 

5B 

W75-01956 

8-04 

5C 

W75-01957 

8-04 

5B 

W75-01958 

8-04 

5D 

W75-01959 

8-04 

5B 

W75-01960 

8-04 

IOC 

W75-01961 

8-04 

2B 

W75-01962 

8-04 

2B 

W75-01963 

8-04 

2B 

W75-01964 

8-04 

2B 

W75-01965 

8-04 

2B 

W75-01966 

8-04 

2B 

W75-01967 

8-04 

2B 

W75-01968 

8-04 

2B 

W75-01969 

8-04 

2B 

W75-O1970 

8-04 

2B 

W75-OI971 

8-04 

2B 

W75-01972 

8-04 

2B 

W75-01973 
W75-01974 
W75-01975 
W75-01976 
W75-01977 
W75-01978 
W75-01979 
W75-01980 
W75-01981 
W75-01982 
W75-01983 
W75-01984 
W75-01985 
W75-01986 
W75-01987 
W75-01988 
W75-01989 
W75-01990 
W75-01991 
W75-01992 
W75-01993 
W75-01994 
W75-01995 
W75-01996 
W75-01997 
W75-01998 
W75-01999 
W75-02000 
W75-02001 
W 75-02002 
W75-02003 
W75-02004 
W75-O2005 
W75-02006 
W75-02007 
W75-02008 
W75-02009 
W75-02010 
W75-02011 
W75-02012 
W75-02013 
W75-02014 
W75-02015 
W75-02016 
W75-02017 
W75-02018 
W75-02019 
W75-02020 
W75-02021 
W75-02022 
W75-02023 
W75-02024 
W75-02025 
W75-02026 
W75-02027 
W75-02028 
W75-02029 
W75-0203O 
W75-02031 
W75-02032 
W75-02033 
W75-02034 
W75-02035 
W75-02036 
W75-02037 
W75-02038 
W75-02039 
W75-02040 
W75-02041 
W75-02042 
W75-02043 
W75-02044 
W75-02045 
W75-02046 
W75-02047 
W75-02048 
W75-02049 
W75-02050 
W75-02051 


8-04  5B 

8-04  2E 

8-04  3B 

8-04  2B 

8-04  2A 

8-04  5B 

8-04  3B 

8-04  2H 

8-04  2E 

8-04  SB 

8-04  2E 

8-04  2H 

8-04  8B 

8-04  2J 

8-04  2H 

8-04  7B 

8-04  2E 

8-04  2G 

8-04  4B 

8-04  2C 

8-04  2C 

8-04  5D 

8-04  2C 

8-04  2L 

8-04  2L 

8-04  2G 

8-04  2C 

8-04  8B 

8-04  5B 

8-04  5B 

8-04  5G 

8-04  5C 

8-04  5D 

8-04  5A 

8-04  5G 

8-04  5D 

8-04  5A 

8-04  5A 

8-04  5D 

8-04  5D 

8-04  5D 

8-04  5C 

8-04  3E 

8-04  5D 

8-04  5D 

8-04  5B 

8-04  3E 

8-04  5A 

8-04  5D 

8-04  5D 

8-04  5D 

8-04  5D 

8-04  5D 

8-04  5D 

8-04  5D 

8-04  5A 

8-04  5D 

8-04  5D 

8-04  5D 

8-04  SD 

8-04  5D 

8-04  5D 

8-04  3E 

8-04  5D 

8-04  5D 

8-04  5D 

8-04  5A 

8-04  5D 

8-04  5C 

8-04  5D 

8-04  SB 

8-04  5D 

8-04  5D 

8-04  7A 

8-04  7C 

8-04  4B 

8-04  3F 

8-04  3F 

8-04  3F 


W75-O2052 
W75-02053 
W75-02054 
W75-02055 
W75-02056 
W75-02057 
W75-02058 
W75-02059 
W75-02060 
W75-02061 
W75-02062 
W75-02063 
W75-02064 
W75-02065 
W75-02066 
W75-02067 
W75-02068 
W75-02069 
W75-02070 
W75-02071 
W 75-02072 
W75-02073 
W75-02074 
W75-02075 
W75-02076 
W75-02077 
W75-02078 
W75-02079 
W75-02080 
W 75-02081 
W75-02082 
W75-02083 
W75-02084 
W75-02085 
W75-02086 
W75-02087 
W75-02088 
W75-02089 
W75-02090 
W75-02091 
W75-02092 
W75-02093 
W75-02094 
W 75-02095 
W75-02096 
W75-02097 
W75-02098 
W75-02099 
W75-02100 
W75-02101 
W75-02102 
W75-02103 
W75-02104 
W75-02105 
W75-02106 
W75-02107 
W75-02108 
W75-02109 
W75-02110 
W75-02111 
W75-02112 
W75-02U3 
W75-02114 
W75-02115 
W75-02116 
W75-02117 
W75-02118 
W75-02119 
W75-02120 
W75-02121 
W75-02122 
W75-02123 
W75-02124 
W75-02125 
W75-02126 
W75-02I27 
W75-02128 
W75-02129 
W75-02130 


8-04  3F 

8-04  21 

8-04  3F 

8-04  3F 

8-04  2G 

8-04  3F 

8-04  4D 

8-04  8C 

8-04  5A 

8-04  5C 

8-04  5C 

8-04  5A 

8-04  5A 

8-04  5B 

8-04  5A 

8-04  5A 

8-04  5C 

8-04  5C 

8-04  5C 

8-04  5A 

8-04  5A 

8-04  5C 

8-04  5A 

8-04  5A 

8-04  5B 

8-04  5D 

8-04  5A 

8-04  21 

8-04  5A 

8-04  2K 

8-04  5C 

8-04  5A 

8-04  5A 

8-04  5A 

8-04  5A 

8-04  2K 

8-04  5A 

8-04  2K 

8-04  5B 

8-04  2K 

8-04  5C 

8-04  5B 

8-04  5C 

8-04  5B 

8-04  5C 

8-04  2H 

8-04  5B 

8-04  5B 

8-04  5B 

8-04  5A 

8-04  5B 

8-04  5B 

8-04  5C 

8-04  5A 

8-04  5C 

8-04  5C 

8-04  5C 

8-04  5C 

8-04  5C 

8-04  5A 

8-04  5C 

8-04  2K 

8-04  5A 

8-04  5C 

8-04  7C 

8-04  7C 

8-04  7C 

8-04  4C 

8-04  2E 

8-04  7C 

8-04  7C 


W75-02131 
W75-02132 
W75-02133 
W75-02134 
W75-02135 
W75-02136 
W75-02137 
W75-02I38 
W75-02139 
W75-02140 
W75-02141 
W75-02142 
W75-02143 
W75-02144 
W75-02145 
W75-02146 
W75-02147 
W75-02148 
W75-02149 
W75-02150 
W75-02151 
W75-02152 
W75-02153 
W75-02154 
W75-02155 
W75-02156 
W75-02157 
W75-02158 
W75-02159 
W75-02160 
W75-02161 
W75-02162 
W75-02163 
W75-02164 
W75-02165 
W75-02166 
W75-02167 
W75-02168 
W75-02169 
W75-02170 
W75-02171 
W75-02172 
W75-02I73 
W75-02174 
W75-02175 
W75-02176 
W75-02177 
W75-02178 
W75-02179 
W75-02180 
W75-02181 
W75-02182 
W75-02183 
W75-02184 
W75-02185 
W75-02186 
W75-02187 
W75-02188 
W75-02189 
W75-02190 
W75-02191 
W75-02192 
W75-02193 
W75-02194 
W75-02195 
W75-02196 
W75-02197 
W75-02198 
W75-02199 
W75-02200 
W75-02201 


8-04  7C 

8-04  7C 

8-04  7C 

8-04  7C 

8-04  7C 

8-04  7C 

8-04  7C 

8-04  4B 

8-04  2J 

8-04  3A 

8-04  3A 

8-04  5G 

8-04  3A 

8-04  5D 

8-04  5F 

8-04  5D 

8-04  5G 

8-04  5G 

8-04  5D 

8-04  3F 

8-04  5D 

8-04  5D 

8-04  3F 

8-04  5D 

8-04  7B 

8-04  5D 

8-04  3A 

8-04  5D 

8-04  5D 

8-04  3A 

8-04  5D 

8-04  5D 

8-04  8C 

8-04  8C 

8-04  3F 

8-04  5A 

8-04  8C 

8-04  6B 

8-04  8F 

8-04  4A 

8-04  8F 

8-04  2B 

8-04  5B 

8-04  8F 

8-04  8F 

8-04  5D 

8-04  5D 

8-04  3B 

8-04  2A 

8-04  2A 

8-04  6G 

8-04  2F 

8-04  4B 

8-04  6D 

8-04  6G 

8-04  6E 

8-04  4D 

8-04  6D 

8-04  6B 

8-04  5C 

8-04  5C 

8-04  5C 

8-04  5A 

8-04  5C 

8-04  5C 

8-04  5A 

8-04  5D 

8-04  5D 

8-04  5A 

8-04  5B 

8-05  5D 


8-04 

7C 

W75-02202 

8-05 

5D 

8-04 

7C 

W75-02203 

8-05 

5D 

8-04 

2E 

W75-02204 

8-05 

5D 

8-04 

4B 

W75-02205 

8-05 

5D 

8-04 

2E 

W75-02206 

8-05 

5D 

8-04 

5B 

W75-02207 

8-05 

7B 

8-04 

7C 

W75-02208 

8-05 

5G 

8-04 

7C 

W75-02209 

8-05 

5F 

A-7 

W75-02210 
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W75-02210 

8-05 

5D 

W75-02289 

8-05 

5A 

W75-02368 

8-05      5A 

W75-02211 

8-05 

5C 

W75-02290 

8-05 

5C 

W75-02369 

8-05     3B 

W75-02212 

8-05 

5D 

W75-02291 

8-05 

5C 

W75-02370 

8-05     3A 

W75-02213 

8-05 

5A 

W75-02292 

8-05 

5B 

W75-02371 

8-05     2F 

W75-02214 

8-05 

5A 

W75-02293 

8-05 

5C 

W75-02372 

8-05     4A 

W75-02215 

8-05 

5G 

W75-02294 

8-05 

5B 

W75-02373 

8-05     5C 

W75-02216 

8-05 

5D 

W75-02295 

8-05 

5C 

W75-02374 

8-05     5G 

W75-02217 

8-05 

5D 

W75-02296 

8-05 

5C 

W75-02375 

8-05     7C 

W75-02218 

8-05 

5D 

W75-02297 

8-05 

5C 

W75-02376 

8-05     5A 

W75-02219 

8-05 

5D 

W75-02298 

8-05 

5C 

W75-02377 

8-05     2J 

W75-02220 

8-05 

5D 

W75-02299 

8-05 

5D 

W75-02378 

8-05     8B 

W75-02221 

8-05 

5D 

W75-02300 

8-05 

5D 

W75-02379 

8-05     5A 

W75-02222 

8-05 

5D 

W75-02301 

8-05 

5D 

W75-02380 

8-05     21 

W75-02223 

8-05 

5D 

W75-02302 

8-05 

5G 

W75-02381 

8-05     3D 

W75-02224 

8-05 

5D 

W75-02303 

8-05 

5D 

W75-02382 

8-05     2F 

W75-02225 

8-05 

5D 

W75-02304 

8-05 

5D 

W75-02383 

8-05     2A 

W75-02226 

8-05 

5A 

W75-02305 

8-05 

5D 

W75-02384 

8-05     2L 

W75-02227 

8-05 

3F 

W75-02306 

8-05 

5D 

W75-02385 

8-05     2L 

W75-02228 

8-05 

5A 

W75-02307 

8-05 

5D 

W75-02386 

8-05     2L 

W75-02229 

8-05 

3F 

W75-02308 

8-05 

5D 

W75-02387 

8-05     2L 

W75-02230 

8-05 

5B 

W75-02309 

8-05 

2H 

W75-02388 

8-05     2L 

W75-02231 

8-05 

5A 

W75-02310 

8-05 

5D 

W75-02389 

8-05     5 A 

W75-02232 

8-05 

5D 

W75-02311 

8-05 

5B 

W75-02390 

8-05     2L 

W75-02233 

8-05 

5D 

W75-02312 

8-05 

5D 

W75-02391 

8-05     2L 

W75-02234 

8-05 

5D 

W75-02313 

8-05 

5D 

W75-02392 

8-05     2B 

W75-02235 

8-05 

5D 

W75-02314 

8-05 

5B 

W75-02393 

8-05     IOC 

W75-02236 

8-05 

3F 

W75-02315 

8-05 

5B 

W75-02394 

8-05     IOC 

W75-02237 

8-05 

5A 

W75-02316 

8-05 

21 

W75-02395 

8-05     2D 

W75-02238 

8-05 

5A 

W75-02317 

8-05 

5D 

W75-02396 

8-05     3F 

W75-02239 

8-05 

5D 

W75-02318 

8-05 

5G 

W75-02397 

8-05     3F 

W75-02240 

8-05 

6G 

W75-02319 

8-05 

5D 

W75-02398 

8-05     3F 

W75-02241 

8-05 

5D 

W75-02320 

8-05 

5D 

W75-02399 

8-05     3F 

W75-02242 

8-05 

5D 

W75-02321 

8-05 

5B 

W75-02400 

8-05     2D 

W75-02243 

8-05 

5D 

W75-02322 

8-05 

5D 

W75-02401 

8-05     3F 

W75-02244 

8-05 

5B 

W75-02323 

8-05 

5D 

W75-02402 

8-05     2H 

W75-02245 

8-05 

5D 

W75-02324 

8-05 

5D 

W75-02403 

8-05     2D 

W75-02246 

8-05 

5D 

W75-02325 

8-05 

5D 

W75-02404 

8-05     3F 

W75-02247 

8-05 

5D 

W75-02326 

8-05 

5E 

W75-02405 

8-05     3F 

W75-02248 

8-05 

5D 

W75-02327 

8-05 

5D 

W75-02406 

8-05     3F 

W75-02249 

8-05 

5D 

W75-02328 

8-05 

5D 

W75-02407 

8-05     3C 

W75-02250 

8-05 

5D 

W75-02329 

8-05 

5D 

W75-02408 

8-05     3C 

W75-02251 

8-05 

5D 

W75-02330 

8-05 

5D 

W75-02409 

8-05     5C 

W75-02252 

8-05 

5D 

W75-02331 

8-05 

5D 

W75-02410 

8-05     21 

W75-02253 

8-05 

5D 

W75-02332 

8-05 

5D 

W75-024U 

8-05     21 

W75-02254 

8-05 

5C 

W75-02333 

8-05 

5D 

W75-02412 

8-05     5B 

W75-02255 

8-05 

3F 

W75-02334 

8-05 

5D 

W75-02413 

8-05     2G 

W75-02256 

8-05 

2H 

W75-02335 

8-05 

5D 

W75-02414 

8-05     7B 

W75-02257 

8-05 

5C 

W75-02336 

8-05 

5D 

W75-02415 

8-05     3F 

W75-02258 

8-05 

5A 

W75-02337 

8-05 

5G 

W75-02416 

8-05     3F 

W75-02259 

8-05 

5C 

W75-02338 

8-05 

5D 

W75-02417 

8-05     2G 

W75-02260 

8-05 

2A 

W75-02339 

8-05 

5D 

W75-02418 

8-05     2D 

W75-02261 

8-05 

5A 

W75-02340 

8-05 

5D 

W75-02419 

8-05     3F 

W75-02262 

8-05 

5A 

W75-02341 

8-05 

5G 

W75-02420 

8-05     2D 

W75-02263 

8-05 

5C 

W75-02342 

8-05 

5A 

W75-02421 

8-05     21 

W75-02264 

8-05 

81 

W75-02343 

8-05 

5D 

W75-02422 

8-05     3C 

W75-02265 

8-05 

3F 

W75-02344 

8-05 

10A 

W75-02423 

8-05     3C 

W75-02266 

8-05 

2K 

W75-02345 

8-05 

4A 

W75-02424 

8-05     2G 

W75-02267 

8-05 

5C 

W75-02346 

8-05 

2A 

W75-02425 

8-05     5C 

W75-02268 

8-05 

5C 

W75-02347 

8-05 

5B 

W75-02426 

8-05     3F 

W75-02269 

8-05 

5C 

W75-02348 

8-05 

5B 

W75-02427 

8-05     2D 

W75-02270 

8-05 

5C 

W75-02349 

8-05 

5B 

W75-02428 

8-05     4A 

W75-02271 

8-05 

3C 

W75-02350 

8-05 

2C 

W75-02429 

8-05     5A 

W75-02272 

8-05 

2H 

W75-02351 

8-05 

2G 

W75-O2430 

8-05     3F 

W75-02273 

8-05 

5D 

W75-02352 

8-05 

5B 

W75-02431 

8-05     2D 

W75-02274 

8-05 

5D 

W75-02353 

8-05 

5C 

W75-02432 

8-05     5D 

W75-02275 

8-05 

5G 

W75-02354 

8-05 

5G 

W75-02433 

8-05     5D 

W75-02276 

8-05 

2H 

W75-02355 

8-05 

2G 

W75-02434 

8-05     5D 

W75-02277 

8-05 

5C 

W75-02356 

8-05 

2H 

W75-02435 

8-05     5D 

W75-02278 

8-05 

2J 

W75-02357 

8-05 

2F 

W75-02436 

8-05     3F 

W75-02279 

8-05 

2K 

W75-02358 

8-05 

2F 

W75-02437 

8-05     5D 

W75-02280 

8-05 

2H 

W75-02359 

8-05 

5C 

W75-02438 

8-05     5D 

W75-02281 

8-05 

21 

W75-02360 

8-05 

5A 

W75-02439 

8-05     5G 

W75-02282 

8-05 

2H 

W75-02361 

8-05 

8A 

W75-02440 

8-05     2A 

W75-02283 

8-05 

5C 

W75-02362 

8-05 

2B 

W75-02441 

8-05     2A 

W75-02284 

8-05 

5C 

W75-02363 

8-05 

3B 

W75-02442 

8-05     2A 

W75-02285 

8-05 

2H 

W75-02364 

8-05 

3B 

W75-02443 

8-05     2A 

W75-02286 

8-05 

5C 

W75-02365 

8-05 

5A 

W75-02444 

8-05     2A 

W75-02287 

8-05 

5C 

W75-02366 

8-05 

3B 

W75-02445 

8-05     2A 

W75-02288 

8-05 

5C 

W75-02367 

8-05 

3B 

W75-02446 

8-05     2A 

W75-02447     8-05     2A 
W75-02448     8-05     2A 
W75-02449     8-05     2A 
W75-02450     8-05     2A 
W75-02451     8-05     2A 
W75-02452     8-05     2A 
W75-02453     8-05     2A 
W75-02454     8-05     2A 
W75-02455     8-05     5B 
W75-02456     8-05     3A 
W75-02457     8-05     2A 
W75-02458     8-05     5G 
W75-02459     8-05     2A 
W75-02460     8-05     2A 
W75-02461      8-05     2A 
W75-02462     8-05     2A 
W75-02463     8-05     5C 
W75-02464     8-05     2A 
W75-02465     8-05     5B 
W75-02466     8-05     2A 
W75-02467     8-05     2A 
W75-02468     8-05     2A 
W75-02469     8-05     2A 
W75-02470     8-05     6B 
W75-02471      8-05     2A 
W75-02472     8-05     2A 
W75-02473     8-05     2A 
W75-02474     8-05     2A 
W75-02475     8-05     2A 
W75-02476     8-05     2A 
W75-02477     8-05     2A 
W75-02478     8-05     2A 
W75-02479     8-05     2A 
W75-02480     8-05     2D 
W75-02481      8-05     2H 
W75-02482     8-05     7C 
W75-02483     8-05     7C 
W75-02484     8-05     7C 
W75-02485     8-05     7C 
W75-02486     8-05     7C 
W75-02487     8-05     2F 
W75-02488     8-05     5B 
W75-02489     8-05     7C 
W75-0249O     8-05     4B 
W75-02491     8-05     7C 
W75-02492     8-05     4B 
W75-02493     8-05     5B 
W75-02494     8-05     7C 
W75-02495     8-05     2F 
W75-02496     8-05     2F 
W75-02497     8-05     2E 
W75-02498     8-05     6B 
W75-02499     8-05     5C 
W75-025OO     8-05     5C 
W75-02501     8-05     2H 
W75-02502     8-05     5C 
W75-02503     8-05     5C 
W75-02504     8-05     4A 
W75-02505     8-05     5C 
W75-02506     8-05     5B 
W75-02507     8-05     6A 
W75-02508     8-05      IB 
W75-02509     8-05     5B 
W75-02510     8-05     2H 
W75-02511      8-05     2H 
W75-02512     8-05     2H 
W75-02513     8-05     2H 
W75-02514     8-05     2H 
W75-02515     8-05     2H 
W75-02516     8-05     7B 
W75-02517     8-05     2H 
W75-02518     8-05     2K 
W75-02519     8-05     2H 
W75-02520     8-05     2H 
W75-02521     8-05     2H 
W75-02522     8-05     2G 
W75-02523     8-05     2G 
W75-02524     8-05     21 
W75-02525     8-05     2L 
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W75-02526 

8-05 

2H 

W75-02527 

8-05 

2H 

W75-02528 

8-05 

2H 

W75-02529 

8-05 

2K 

W75-02530 

8-05 

2H 

W75-02531 

8-05 

2G 

W75-02532 

8-05 

4C 

W75-02533 

8-05 

2A 

W75-02534 

8-05 

2H 

W75-02535 

8-05 

3F 

W75-02536 

8-05 

3F 

W75-02537 

8-05 

2G 

W75-02538 

8-05 

21 

W75-02539 

8-05 

2G 

W75-02540 

8-05 

4D 

W75-02541 

8-05 

5B 

W75-02542 

8-05 

2G 

W75-02543 

8-05 

2G 

W75-02544 

8-05 

2G 

W75-02545 

8-05 

4D 

W75-02546 

8-05 

2H 

W75-02547 

8-05 

5C 

W75-02548 

8-05 

4C 

W75-02549 

8-05 

2G 

W75-02550 

8-05 

2G 

W75-02551 

8-05 

2H 

W75-02552 

8-05 

6A 

W75-02553 

8-05 

5G 

W75-02554 

8-05 

6A 

W75-02555 

8-05 

6C 

W75-02556 

8-05 

5B 

W75-02557 

8-05 

5G 

W75-02558 

8-05 

5D 

W75-02559 

8-05 

5E 

W75-02560 

8-05 

5D 

W75-02561 

8-05 

5B 

W75-02562 

8-05 

2H 

W75-02563 

8-05 

2H 

W75-02564 

8-05 

8A 

W75-02565 

8-05 

5G 

W75-02566 

8-05 

6A 

W75-02567 

8-05 

6A 

W75-02568 

8-05 

2B 

W75-02569 

8-05 

8B 

W75-02570 

8-05 

8B 

W75-02571 

8-05 

8B 

W75-02572 

8-05 

8B 

W75-02573 

8-05 

5D 

W75-02574 

8-05 

5B 

W75-02575 

8-05 

5C 

W75-02576 

8-05 

5D 

W75-02577 

8-05 

5A 

W75-02578 

8-05 

21 

W75-02579 

8-05 

5D 

W75-02580 

8-05 

5D 

W75-02581 

8-05 

5D 

W75-02582 

8-05 

5B 

W75-02583 

8-05 

5F 

W75-02584 

8-05 

5F 

W75-02585 

8-05 

5F 

W75-02586 

8-05 

5C 

W75-02587 

8-05 

5A 

W75-02588 

8-05 

5E 

W75-02589 

8-05 

5E 

W75-02590 

8-05 

5D 

W75-02591 

8-05 

5A 

W75-02592 

8-05 

2H 

W75-02593 

8-05 

5D 

W75-02594 

8-05 

5B 

W75-02595 

8-05 

5F 

W75-02596 

8-05 

4C 

W75-02597 

8-05 

21 

W75-02598 

8-05 

21 

W75-02599 

8-05 

2H 

W75-02600 

8-05 

81 

W75-02601 

8-05 

81 

W75-02602 

8-05 

81 

W75-02603 

8-05 

2H 

W75-02604 

8-05 

2A 

W75-02605 
W75-02606 
W75-02607 
W75-02608 
W75-02609 
W75-02610 
W75-02611 
W75-02612 
W75-02613 
W75-02614 
W75-026I5 
W75-02616 
W75-02617 
W75-02618 
W75-02619 
W75-02620 
W75-02621 
W75-02622 
W75-02623 
W75-02624 
W75-02625 
W75-02626 
W75-02627 
W75-02628 
W75-02629 
W75-02630 
W75-02631 
W75-02632 
W75-02633 
W75-02634 
W75-02635 
W75-02636 
W75-02637 
W75-02638 
W75-02639 
W75-02640 
W75-02641 
W75-02642 
W75-02643 
W75-02644 
W75-02645 
W75-02646 
W75-02647 
W75-02648 
W75-02649 
W75-02650 
W75-02651 
W75-02652 
W75-02653 
W75-02654 
W75-02655 
W75-02656 
W75-02657 
W75-02658 
W75-02659 
W75-02660 
W75-02661 
W75-02662 
W75-02663 
W75-02664 
W75-02665 
W75-02666 
W75-02667 
W75-02668 
W75-02669 
W75-02670 
W75-02671 
W75-02672 
W75-02673 
W75-02674 
W75-02675 
W75-02676 
W75-02677 
W75-02678 
W75-02679 
W75-02680 
W75-02681 
W75-02682 
W75-02683 


8-05  21 

8-05  21 

8-05  21 

8-05  6B 

8-05  6B 

8-05  6A 

8-05  6B 

8-05  5B 

8-05  6D 

8-05  6D 

8-05  6A 

8-05  6B 

8-05  5G 

8-05  6B 

8-05  6A 

8-05  6D 

8-05  2L 

8-05  6B 

8-05  81 

8-05  81 

8-05  6A 

8-05  5D 

8-05  6D 

8-05  6B 

8-05  5E 

8-05  6B 

8-05  6B 

8-05  6B 

8-05  5C 

8-05  5D 

8-05  6B 

8-05  6B 

8-05  5D 

8-05  6B 

8-05  6D 

8-05  5C 

8-05  6D 

8-05  5F 

8-05  5B 

8-05  21 

8-05  6A 

8-05  6B 

8-05  81 

8-05  6B 

8-05  6E 

8-05  5A 

8-05  8A 

8-05  2K 

8-05  6B 

8-05  5C 

8-05  6E 

8-05  6D 

8-05  5G 

8-05  6C 

8-05  2E 

8-05  6B 

8-05  6C 

8-05  2G 

8-05  5D 

8-05  6B 

8-05  6B 

8-05  6B 

8-05  6B 

8-05  5D 

8-05  2J 

8-05  2J 

8-05  2J 

8-05  2J 

8-05  2E 

8-05  2J 

8-05  2J 

8-05  2J 

8-05  5B 

8-05  5D 

8-05  3F 

8-05  4A 

8-05  21 

8-05  5D 

8-05  5G 


W75-02684 

8-05 

5D 

W75-02685 

8-05 

5D 

W75-02686 

8-05 

5D 

W75-02687 

8-05 

5D 

W75-02688 

8-05 

6A 

W75-02689 

8-05 

6A 

W75-02690 

8-05 

6A 

W75-02691 

8-05 

5F 

W75-02692 

8-05 

5G 

W75-02693 

8-05 

5D 

W75-02694 

8-05 

5D 

W75-02695 

8-05 

8C 

W 75-02696 

8-05 

8A 

W75-02697 

8-05 

6A 

W75-02698 

8-05 

8C 

W75-02699 

8-05 

2E 

W75-02700 

8-05 

5D 

W75-02701 

8-05 

5B 

W75-02702 

8-05 

5D 

W75-02703 

8-05 

8A 

W75-02704 

8-05 

6C 

W75-02705 

8-05 

2H 

W75-02706 

8-05 

5D 

W75-02707 

8-05 

5D 

W75-02708 

8-05 

6B 

W75-02709 

8-05 

3F 

W75-02710 

8-05 

5B 

W75-02711 

8-05 

3F 

W75-02712 

8-05 

2E 

W75-02713 

8-05 

5A 

W75-02714 

8-05 

21 

W75-02715 

8-05 

5D 

W75-02716 

8-05 

5D 

W75-02717 

8-05 

5D 

W75-02718 

8-05 

5F 

W75-02719 

8-05 

21 

W75-02720 

8-05 

5D 

W75-02721 

8-05 

5D 

W75-02722 

8-05 

21 

W75-02723 

8-05 

5E 

W75-02724 

8-05 

5B 

W75-02725 

8-05 

5C 

W75-02726 

8-05 

5A 

W75-02727 

8-05 

5C 

W75-02728 

8-05 

5B 

W75-02729 

8-05 

8G 

W75-02730 

8-05 

5B 

W75-02731 

8-05 

5A 

W75-02732 

8-05 

5D 

W75-02733 

8-05 

5A 

W75-02734 

8-05 

5C 

W75-02735 

8-05 

5A 

W75-02736 

8-05 

5B 

W75-02737 

8-05 

5A 

W75-02738 

8-05 

5D 

W75-02739 

8-05 

5D 

W75-02740 

8-05 

5A 

W75-02741 

8-05 

5D 

W75-02742 

8-05 

5C 

W75-02743 

8-05 

7B 

W75-02744 

8-05 

5A 

W75-02745 

8-05 

5C 

W75-02746 

8-05 

5B 

W75-02747 

8-05 

5B 

W75-02748 

8-05 

5C 

W75-02749 

8-05 

5A 

W75-02750 

8-05 

5A 

W75-02751 

8-06 

2A 

W75-02752 

8-06 

2A 

W75-02753 

8-06 

3D 

W75-02754 

8-06 

5C 

W75-02755 

8-06 

4D 

W75-02756 

8-06 

5D 

W75-02757 

8-06 

5B 

W75-02758 

8-06 

5G 

W75-02759 

8-06 

5C 

W75-02760 

8-06 

6F 

W75-02761 

8-06 

6G 

W75-02762 

8-06 

6B 

W75-02763 
W75-02764 
W75-02765 
W75-02766 
W75-02767 
W75-02768 
W75-02769 
W75-02770 
W75-02771 
W75-02772 
W75-02773 
W75-02774 
W75-02775 
W75-02776 
W75-02777 
W75-02778 
W75-02779 
W75-02780 
W75-02781 
W75-02782 
W75-02783 
W75-02784 
W75-02785 
W75-02786 
W75-02787 
W75-02788 
W75-02789 
W75-02790 
W75-02791 
W75-02792 
W75-02793 
W75-02794 
W75-02795 
W75-02796 
W75-02797 
W75-02798 
W75-02799 
W75-02800 
W75-02801 
W75-02802 
W75-02803 
W75-02804 
W75-02805 
W75-02806 
W75-02807 
W75-02808 
W75-02809 
W75-02810 
W75-02811 
W75-02812 
W75-02813 
W75-02814 
W75-02815 
W75-02816 
W75-02817 
W75-02818 
W75-02819 
W75-02820 
W75-02821 
W75-02822 
W75-02823 
W75-02824 
W75-02825 
W75-02826 
W75-02827 
W75-02828 
W75-02829 
W75-02830 
W75-02831 
W75-02832 
W75-02833 
W75-02834 
W75-02835 
W75-02836 
W75-02837 
W75-02838 
W75-02839 
W75-02840 
W75-02841 


W75-02841 

8-06 

6G 

8-06 

6E 

8-06 

6B 

8-06 

6B 

8-06 

6B 

8-06 

6B 

8-06 

6B 

8-06 

6E 

8-06 

5D 

8-06 

6G 

8-06 

6G 

8-06 

6A 

8-06 

6G 

8-06 

5A 

8-06 

4A 

8-06 

4A 

8-06 

5D 

8-06 

5D 

8-06 

5A 

8-06 

5D 

8-06 

5F 

8-06 

5D 

8-06 

5B 

8-06 

5D 

8-06 

5A 

8-06 

5B 

8-06 

4A 

8-06 

8B 

8-06 

2L 

8-06 

7B 

8-06 

2L 

8-06 

5B 

8-06 

2G 

8-06 

7C 

8-06 

7C 

8-06 

2L 

8-06 

2L 

8-06 

7B 

8-06 

5B 

8-06 

2G 

8-06 

2C 

8-06 

2H 

8-06 

5A                                 ': 

8-06 

2L                             : 

8-06  2L 

8-06  5B 

8-06  5A 

8-06  7C 

8-06  7C 

8-06  5B 

8-06  2E 

8-06  2E 

8-06  7B 

8-06  2C 

8-06  2J 

8-06  2F 

8-06  2E 

8-06  2F 

8-06  2C 

8-06  2C 

8-06  2C 

8-06  2C 

8-06  2C 

8-06  2G 

8-06  5A 

8-06  5A 

8-06  5A 

8-06  5B 

8-06  5A 

8-06  5C 

8-06  5C 

8-06  5A 

8-06  5G 

8-06  5D 

8-06  5D 

8-06  5D 

8-06  5D 

8-06  5D 

8-06  5D 
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W75-02842 

W75-02842 

8-06 

5G 

W75-02921 

8-06 

5C 

W75-03000 

8-06 

5G 

W75-02843 

8-06 

5G 

W75-02922 

8-06 

5C 

W75-03001 

8-06 

6E 

W75-02844 

8-06 

5D 

W75-02923 

8-06 

5B 

W75-03O02 

8-06 

5G 

W75-02845 

8-06 

8B 

W75-02924 

8-06 

5C 

W75-03O03 

8-06 

6E 

W75-02846 

8-06 

5D 

W75-02925 

8-06 

5C 

W75-03004 

8-06 

5B 

W75-02847 

8-06 

3A 

W75-02926 

8-06 

5C 

W75-03005 

8-06 

8C 

W75-02848 

8-06 

3A 

W75-02927 

8-06 

5C 

W75-03006 

8-06 

5C 

W75-02849 

8-06 

7B 

W 75-02928 

8-06 

5C 

W75-03007 

8-06 

2E 

W75-02850 

8-06 

5D 

W75-02929 

8-06 

5C 

W75-03008 

8-06 

5D 

W75-02851 

8-06 

3A 

W75-02930 

8-06 

5C 

W75-03009 

8-06 

5A 

W75-02852 

8-06 

8A 

W75-02931 

8-06 

7B 

W75-03010 

8-06 

5D 

W75-02853 

8-06 

6B 

W75-02932 

8-06 

3A 

W75-030U 

8-06 

5D 

W75-02854 

8-06 

5A 

W75-02933 

8-06 

5D 

W75-03012 

8-06 

5D 

W75-02855 

8-06 

5D 

W75-02934 

8-06 

3A 

W75-03013 

8-06 

5D 

W75-02856 

8-06 

2G 

W75-02935 

8-06 

5G 

W75-03014 

8-06 

5D 

W75-02857 

8-06 

8C 

W75-02936 

8-06 

5G 

W75-03015 

8-06 

5D 

W75-02858 

8-06 

5D 

W75-02937 

8-06 

6E 

W75-03016 

8-06 

5D 

W75-02859 

8-06 

5B 

W75-02938 

8-06 

6E 

W75-03017 

8-06 

5D 

W75-02860 

8-06 

5G 

W75-02939 

8-06 

6E 

W75-030I8 

8-06 

5D 

W75-02861 

8-06 

8A 

W75-02940 

8-06 

5G 

W75-03019 

8-06 

5C 

W75-02862 

8-06 

5B 

W75-02941 

8-06 

5G 

W75-03020 

8-06 

5C 

W75-02863 

8-06 

4A 

W75-02942 

8-06 

6E 

W75-03021 

8-06 

5D 

W75-02864 

8-06 

8F 

W75-02943 

8-06 

6E 

W75-03022 

8-06 

5D 

W75-02865 

8-06 

5D 

W75-02944 

8-06 

6E 

W75-03023 

8-06 

2A 

W75-02866 

8-06 

5D 

W75-02945 

8-06 

6E 

W75-03024 

8-06 

4D 

W75-02867 

8-06 

5A 

W 75-02946 

8-06 

4B 

W75-03025 

8-06 

6B 

W75-02868 

8-06 

8G 

W75-02947 

8-06 

6E 

W75-03026 

8-06 

2A 

W75-02869 

8-06 

6B 

W75-02948 

8-06 

6E 

W75-03027 

8-06 

6B 

W75-02870 

8-06 

6G 

W75-02949 

8-06 

5G 

W75-03028 

8-06 

5D 

W75-02871 

8-06 

2J 

W75-02950 

8-06 

5G 

W75-03029 

8-06 

5C 

W75-02872 

8-06 

5B 

W75-02951 

8-06 

6E 

W75-03030 

8-06 

2A 

W75-02873 

8-06 

5A 

W75-02952 

8-06 

5G 

W75-03031 

8-06 

2G 

W75-02874 

8-06 

5D 

W75-02953 

8-06 

6E 

W75-03032 

8-06 

21 

W75-02875 

8-06 

8G 

W75-02954 

8-06 

6E 

W75-03O33 

8-06 

2A 

W75-02876 

8-06 

5A 

W75-02955 

8-06 

5D 

W75-03034 

8-06 

6B 

W75-02877 

8-06 

5F 

W75-02956 

8-06 

6G 

W75-03035 

8-06 

5D 

W75-02878 

8-06 

2G 

W75-02957 

8-06 

5G 

W75-03036 

8-06 

5D 

W75-02879 

8-06 

5D 

W75-02958 

8-06 

5G 

W75-03037 

8-06 

3B 

W75-02880 

8-06 

7C 

W75-02959 

8-06 

5G 

W75-03038 

8-06 

3B 

W75-02881 

8-06 

2L 

W 75-02960 

8-06 

5G 

W75-03039 

8-06 

6E 

W75-02882 

8-06 

5C 

W75-02961 

8-06 

5G 

W75-03040 

8-06 

2A 

W75-02883 

8-06 

IB 

W75-02962 

8-06 

6E 

W75-03041 

8-06 

5A 

W75-02884 

8-06 

5G 

W75-02963 

8-06 

6E 

W75-03042 

8-06 

5B 

W75-02885 

8-06 

6B 

W75-02964 

8-06 

6E 

W75-03043 

8-06 

5A 

W75-02886 

8-06 

6E 

W75-02965 

8-06 

6E 

W75-03044 

8-06 

5A 

W75-02887 

8-06 

2E 

W75-02966 

8-06 

6E 

W75-O3045 

8-06 

5B 

W75-02888 

8-06 

6B 

W75-02967 

8-06 

6E 

W75-03046 

8-06 

5C 

W75-02889 

8-06 

5C 

W75-02968 

8-06 

6E 

W75-03047 

8-06 

5A 

W75-02890 

8-06 

6B 

W75-02969 

8-06 

4A 

W75-03048 

8-06 

5A 

W75-02891 

8-06 

3B 

W75-02970 

8-06 

4A 

W75-03049 

8-06 

5D 

W75-02892 

8-06 

5B 

W75-02971 

8-06 

4A 

W75-03050 

8-06 

5D 

W75-02893 

8-06 

5C 

W75-02972 

8-06 

3B 

W75-03051 

8-06 

5D 

W75-02894 

8-06 

5B 

W75-02973 

8-06 

6E 

W75-03052 

8-06 

6B 

W75-02895 

8-06 

5D 

W75-02974 

8-06 

6E 

W75-03053 

8-06 

6E 

W75-02896 

8-06 

2F 

W75-02975 

8-06 

6E 

W75-03054 

8-06 

5D 

W75-02897 

8-06 

2B 

W75-02976 

8-06 

5G 

W75-03055 

8-06 

5C 

W75-02898 

8-06 

4A 

W75-02977 

8-06 

5G 

W75-03056 

8-06 

5G 

W75-02899 

8-06 

4B 

W75-02978 

8-06 

4B 

W75-03057 

8-06 

5C 

W75-02900 

8-06 

2F 

W 75-02979 

8-06 

6A 

W75-03058 

8-06 

5B 

W75-02901 

8-06 

2L 

W75-02980 

8-06 

5B 

W75-03059 

8-06 

5A 

W75-02902 

8-06 

5B 

W75-02981 

8-06 

4B 

W75-03060 

8-06 

5A 

W75-02903 

8-06 

4A 

W75-02982 

8-06 

5D 

W75-03061 

8-06 

5C 

W75-02904 

8-06 

5C 

W75-02983 

8-06 

5B 

W75-03062 

8-06 

5C 

W75-02905 

8-06 

5C 

W75-02984 

8-06 

5B 

W75-03063 

8-06 

5C 

W75-02906 

8-06 

5C 

W75-02985 

8-06 

5B 

W75-03064 

8-06 

5C 

W75-02907 

8-06 

2E 

W75-02986 

8-06 

5A 

W75-03065 

8-06 

5A 

W75-02908 

8-06 

5G 

W75-02987 

8-06 

5C 

W75-03066 

8-06 

5A 

W75-02909 

8-06 

2G 

W75-02988 

8-06 

5C 

W75-03067 

8-06 

5A 

W75-02910 

8-06 

2G 

W 75-02989 

8-06 

5B 

W75-03068 

8-06 

5A 

W75-02911 

8-06 

2G 

W75-02990 

8-06 

5C 

W75-03069 

8-06 

5A 

W75-02912 

8-06 

5B 

W 75-02991 

8-06 

5B 

W75-03070 

8-06 

5D 

W75-02913 

8-06 

5D 

W75-02992 

8-06 

6G 

W75-03071 

8-06 

5A 

W75-02914 

8-06 

6B 

W75-02993 

8-06 

2F 

W75-03072 

8-06 

5A 

W75-02915 

8-06 

5C 

W75-02994 

8-06 

5D 

W75-03073 

8-06 

5D 

W75-02916 

8-06 

5A 

W75-02995 

8-06 

5D 

W75-03074 

8-06 

5C 

W75-02917 

8-06 

5C 

W75-02996 

8-06 

5D 

W75-03075 

8-06 

5A 

W75-02918 

8-06 

7B 

W75-02997 

8-06 

5D 

W75-O3076 

8-06 

5A 

W75-02919 

8-06 

5C 

W75-02998 

8-06 

2A 

W75-03077 

8-06 

5A 

W75-02920 

8-06 

SB 

W75-02999 

8-06 

5B 

W75-03078 

8-06 

5B 

W75-03079 

W75-03080 

W75-03081 

W75-03082 

W75-03083 

W75-03084 

W75-03085 

W75-03086 

W75-03087 

W75-03088 

W75-03089 

W75-03090 

W75-03091 

W75-03092 

W75-03093 

W75-03094 

W75-03095 

W75-03096 

W75-03097 

W75-03098 

W75-03099 

W75-03100 

W75-03101 

W75-03102 

W75-03103 

W75-03104 

W75-03105 

W75-03106 

W75-03107 

W75-03108 

W75-03109 

W75-03110 

W75-03111 

W75-03I12 

W75-03113 

W75-03114 

W75-03115 

W75-03116 

W75-031I7 

W75-03U8 

W75-03119 

W75-03120 

W75-03121 

W75-03122 

W75-03123 

W75-03124 

W75-03125 

W75-03126 

W75-03127 

W75-03128 

W75-03129 

W75-03130 

W75-03131 

W75-03132 

W75-03133 

W75-03134 

W75-03135 

W75-03136 

W75-03137 

W75-03138 

W75-03139 

W75-03140 

W75-03141 

W75-03142 

W75-03143 

W75-03144 

W75-03145 

W75-03146 

W75-03147 

W75-03148 

W75-03149 

W75-03150 

W75-03151 

W75-03152 

W75-03153 

W75-03154 

W75-03155 

W75-03156 

W75-03157 


8-06  5A 

8-06  5C 

8-06  5A 

8-06  5C 

8-06  5B 

8-06  5G 

8-06  2C 

8-06  5B 

8-06  5C 

8-06  8B 

8-06  2L 

8-06  2D 

8-06  5B 

8-06  5B 

8-06  2G 

8-06  5C 

8-06  5B 

8-06  2F 

8-06  2D 

8-06  8B 

8-06  7B 

8-06  5B 

8-06  2G 

8-06  5C 

8-06  2E 

8-06  5B 

8-06  8B 

8-06  2G 

8-06  6B 

8-06  2E 

8-06  2L 

8-06  8B 

8-06  8B 

8-06  8B 

8-06  2L 

8-06  5B 

8-06  5B 

8-06  8B 

8-06  5B 

8-06  5D 

8-06  5B 

8-06  4A 

8-06  5G 

8-06  6C 

8-06  6C 

8-06  5G 

8-06  5D 

8-06  5A 

8-06  5G 

8-06  5B 

8-06  5D 

8-06  6B 

8-06  6B 

8-06  6B 

8-06  6B 

8-06  5C 

8-06  3F 

8-06  7B 

8-06  5G 

8-06  6E 

8-06  2L 

8-06  5G 

8-06  6B 

8-06  6B 

8-06  6C 

8-06  6C 
8-06  6C 
8-06  8C 
8-06  6E 
8-06  6C 
8-06  5C 
8-06  6B 
8-06  2E 
8-06  2H 
8-06  4B 
8-06  5B 
8-06  4B 
8-06  7C 
8-06     2K 
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W75-03158 

8-06 

2H 

W75-03237 

8-06 

2B 

W75-03159 

8-06 

2J 

W75-03238 

8-06 

2B 

W75-03160 

8-06 

2L 

W75-03239 

8-06 

2B 

W75-03161 

8-06 

2E 

W75-03240 

8-06 

2B 

W75-03162 

8-06 

7C 

W75-03241 

8-06 

7B 

W75-03163 

8-06 

5C 

W75-03242 

8-06 

21 

W75-03164 

8-06 

2F 

W75-03243 

8-06 

21 

W75-03165 

8-06 

7C 

W75-03244 

8-06 

21 

W75-03166 

8-06 

7C 

W75-03245 

8-06 

21 

W75-03167 

8-06 

7C 

W75-03246 

8-06 

21 

W75-03168 

8-06 

7C 

W75-03247 

8-06 

21 

W75-03169 

8-06 

7C 

W75-03248 

8-06 

2H 

W75-03170 

8-06 

7C 

W75-03249 

8-06 

21 

W75-03171 

8-06 

SB 

W75-03250 

8-06 

5C 

W75-03172 

8-06 

5C 

W75-03251 

8-06 

21 

W75-03173 

8-06 

SB 

W75-03252 

8-06 

2D 

W75-03174 

8-06 

SB 

W75-03253 

8-06 

21 

W75-03175 

8-06 

5A 

W75-03254 

8-06 

21 

W75-03176 

8-06 

5B 

W75-03255 

8-06 

3F 

W75-03177 

8-06 

2C 

W75-03256 

8-06 

5C 

W75-03178 

8-06 

2J 

W75-03257 

8-06 

5C 

W75-03179 

8-06 

2H 

W75-03258 

8-06 

21 

W75-03180 

8-06 

8B 

W75-03259 

8-06 

3F 

W75-03181 

8-06 

2L 

W75-03260 

8-06 

5C 

W75-03182 

8-06 

8B 

W75-03261 

8-06 

3F 

W75-03183 

8-06 

6G 

W75-03262 

8-06 

3F 

W75-03184 

8-06 

5B 

W75-03263 

8-06 

3F 

W75-03185 

8-06 

5B 

W75-03264 

8-06 

3F 

W75-03186 

8-06 

6B 

W75-03265 

8-06 

21 

W75-03187 

8-06 

5D 

W75-03266 

8-06 

5G 

W75-03188 

8-06 

5B 

W75-03267 

8-06 

5C 

W75-03189 

8-06 

5F 

W75-03268 

8-06 

5A 

W75-03190 

8-06 

5A 

W75-03269 

8-06 

5A 

W75-03191 

8-06 

5C 

W75-03270 

8-06 

5B 

W75-03192 

8-06 

4A 

W75-03271 

8-06 

2E 

W75-03193 

8-06 

5C 

W75-03272 

8-06 

2E 

W75-03194 

8-06 

5D 

W75-03273 

8-06 

6B 

W75-03195 

8-06 

3B 

W75-03274 

8-06 

5D 

W75-03196 

8-06 

5D 

W75-03275 

8-06 

5C 

W75-03197 

8-06 

5B 

W75-03276 

8-06 

6E 

W75-03198 

8-06 

5G 

W75-03277 

8-06 

2H 

W75-03199 

8-06 

5D 

W75-03278 

8-06 

6E 

W75-03200 

8-06 

21 

W75-03279 

8-06 

5G 

W75-03201 

8-06 

5D 

W75-03280 

8-06 

6E 

W75-03202 

8-06 

5D 

W75-03281 

8-06 

5C 

W75-03203 

8-06 

5D 

W75-03282 

8-06 

5B 

W75-03204 

8-06 

7B 

W75-03283 

8-06 

5A 

W75-O3205 

8-06 

2H 

W75-03284 

8-06 

SB 

W75-03206 

8-06 

5D 

W75-03285 

8-06 

2G 

W75-03207 

8-06 

5B 

W75-03286 

8-06 

2G 

W75-03208 

8-06 

5D 

W75-03287 

8-06 

21 

W75-03209 

8-06 

5B 

W75-03288 

8-06 

5C 

W75-03210 

8-06 

5D 

W75-03289 

8-06 

5B 

W75-03211 

8-06 

21 

W75-03290 

8-06 

5B 

W75-03212 

8-06 

5D 
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8-07 

5C 

W75-03764 

8-07 

5C 

W75-03765 

8-07 

4A 

W75-03766 

8-07 

5C 

W75-03767 

8-07 

5A 

W75-03768 

8-07 

5C 

W75-03769 

8-07 

2H 

W75-03770 

8-07 

5D 

W75-03771 

8-07 

5D 

W75-03772 

8-07 

SB 

W75-03773 

8-07 

5D 

W75-03774 

8-07 

5D 

W75-03775 

8-07 

5C 

W75-03776 

8-07 

5D 

W75-03777 

8-07 

5D 

W75-03778 

8-07 

5D 

W75-03779 

8-07 

5D 

W75-03780 

8-07 

8B 

W75-03781 

8-07 

5C 

W75-03782 

8-07 

5D 

W75-03783 

8-07 

5D 

W75-03784 

8-07 

5C 

W75-03785 

8-07 

5A 

W75-03786 

8-07 

SC 

W75-03787 

8-07 

5C 

W75-03788 

8-07 

5C 

W75-03789 

8-07 

5A 

A-12 
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W75-03790 

8-07 

5A 

W75-03791 

8-07 

5C 

W75-03792 

8-07 

5A 

W75-03793 

8-07 

3E 

W75-03794 

8-07 

5A 

W75-03795 

8-07 

5C 

W75-03796 

8-07 

SB 

W75-03797 

8-07 

6C 

W75-03798 

8-07 

SA 

W75-03799 

8-07 

5D 

W75-03800 

8-07 

2G 

W75-03801 

8-07 

6E 

W75-03802 

8-07 

6B 

W75-03803 

8-07 

21 

W75-03804 

8-07 

2F 

W75-03805 

8-07 

2F 

W75-03806 

8-07 

2G 

W75-03807 

8-07 

3A 

W75-03808 

8-07 

2K 

W75-03809 

8-07 

2K 

W75-O3810 

8-07 

3A 

W75-038U 

8-07 

3A 

W75-03812 

8-07 

8B 

W75-03813 

8-07 

5B 

W75-03814 

8-07 

5D 

W75-03815 

8-07 

SB 

W75-03816 

8-07 

5A 

W75-03817 

8-07 

5D 

W75-03818 

8-07 

5D 

W75-03819 

8-07 

8G 

W75-03820 

8-07 

4C 

W75-03821 

8-07 

5A 

W75-03822 

8-07 

2K 

W75-03823 

8-07 

4D 

W75-03824 

8-07 

5G 

W75-03825 

8-07 

6E 

W75-03826 

8-07 

4D 

W75-03827 

8-07 

21 

W75-03828 

8-07 

5B 

W75-03829 

8-07 

3F 

W75-03830 

8-07 

3F 

W75-03831 

8-07 

5C 

W75-03832 

8-07 

5C 

W75-03833 

8-07 

81 

W75-03834 

8-07 

21 

W75-03835 

8-07 

4D 

W75-03836 

8-07 

5G 

W75-03837 

8-07 

3F 

W75-03838 

8-07 

2B 

W75-03839 

8-07 

3F 

W75-03840 

8-07 

21 

W75-03841 

8-07 

21 

W75-03842 

8-07 

3F 

W75-03843 

8-07 

2A 

W75-03844 

8-07 

21 

W75-03845 

8-07 

5C 

W75-03846 

8-07 

5B 

W75-03847 

8-07 

21 

W75-03848 

8-07 

3F 

W75-03849 

8-07 

21 

W75-03850 

8-07 

5A 

W75-03851 

8-08 

5G 

W75-03852 

8-08 

5B 

W75-03853 

8-08 

4B 

W75-03854 

8-08 

5C 

W75-03855 

8-08 

4A 

W75-03856 

8-08 

6B 

W75-03857 

8-08 

5D 

W75-03858 

8-08 

5D 

W75-03859 

8-08 

5D 

W75-03860 

8-08 

3A 

W75-0386I 

8-08 

5A 

W75-03862 

8-08 

5D 

W75-03863 

8-08 

4A 

W75-03864 

8-08 

5D 

W75-03865 

8-08 

5G 

W75-03866 

8-08 

5D 

W75-03867 

8-08 

3F 

W75-03868 

8-08 

8B 

W75-03869 

8-08 

5G 

W75-03870 

8-08 

5G 

W75-03871 

8-08 

8B 

W75-03872 

8-08 

5G 

W75-03873 

8-08 

8A 

W75-03874 

8-08 

5D 

W75-03875 

8-08 

5D 

W75-03876 

8-08 

3A 

W75-03877 

8-08 

3F 

W75-03878 

8-08 

3A 

W75-03879 

8-08 

5D 

W75-03880 

8-08 

5D 

W75-03881 

8-08 

1A 

W75-03882 

8-08 

5D 

W75-03883 

8-08 

5D 

W75-03884 

8-08 

5D 

W75-03885 

8-08 

5B 

W75-03886 

8-08 

5D 

W75-03887 

8-08 

5D 

W75-03888 

8-08 

5D 

W75-03889 

8-08 

5D 

W75-03890 

8-08 

5D 

W75-03891 

8-08 

5D 

W75-03892 

8-08 

5B 

W75-03893 

8-08 

5D 

W75-03894 

8-08 

5D 

W75-03895 

8-08 

5D 

W75-03896 

8-08 

5D 

W75-03897 

8-08 

5A 

W75-03898 

8-08 

5D 

W75-03899 

8-08 

5D 

W75-03900 

8-08 

5D 

W75-03901 

8-08 

5G 

W75-03902 

8-08 

5D 

W75-03903 

8-08 

5D 

W75-03904 

8-08 

5D 

W75-03905 

8-08 

5D 

W75-03906 

8-08 

5G 

W75-03907 

8-08 

5D 

W75-03908 

8-08 

5A 

W75-03909 

8-08 

5C 

W75-03910 

8-08 

5A 

W75-03911 

8-08 

5A 

W75-03912 

8-08 

5G 

W75-03913 

8-08 

5C 

W75-03914 

8-08 

5D 

W75-03915 

8-08 

5B 

W75-03916 

8-08 

5D 

W75-03917 

8-08 

8B 

W75-03918 

8-08 

8B 

W75-03919 

8-08 

8B 

W75-03920 

8-08 

8A 

W75-03921 

8-08 

6A 

W75-03922 

8-08 

6B 

W75-03923 

8-08 

4A 

W75-03924 

8-08 

8B 

W75-03925 

8-08 

8B 

W75-03926 

8-08 

8B 

W75-03927 

8-08 

8B 

W75-03928 

8-08 

8B 

W75-03929 

8-08 

7C 

W75-03930 

8-08 

8A 

W75-03931 

8-08 

3F 

W75-03932 

8-08 

4A 

W75-03933 

8-08 

3F 

W75-03934 

8-08 

4A 

W75-03935 

8-08 

4A 

W75-03936 

8-08 

3F 

W75-03937 

8-08 

2D 

W75-03938 

8-08 

2D 

W75-03939 

8-08 

5A 

W75-03940 

8-08 

2G 

W75-03941 

8-08 

5D 

W75-03942 

8-08 

5D 

W75-03943 

8-08 

5F 

W75-03944 

8-08 

5C 

W75-03945 

8-08 

5B 

W75-03946 

8-08 

5D 

W75-03947 

8-08 

4D 

W75-03948 

8-08 

4D 

W75-03949 

8-08 

2A 

W75-03950 

8-08 

3F 

W75-03951 

8-08 

3F 

W75-03952 

8-08 

2G 

W75-03953 

8-08 

2G 

W75-03954 

8-08 

3F 

W75-03955 

8-08 

2G 

W75-03956 

8-08 

21 

W75-03957 

8-08 

4A 

W75-03958 

8-08 

3F 

W75-03959 

8-08 

5C 

W75-03960 

8-08 

3F 

W75-03961 

8-08 

3B 

W75-03962 

8-08 

3A 

W75-03963 

8-08 

5B 

W75-03964 

8-08 

21 

W75-03965 

8-08 

2D 

W75-03966 

8-08 

8F 

W75-03967 

8-08 

4A 

W75-03968 

8-08 

2H 

W75-03969 

8-08 

7C 

W75-03970 

8-08 

7C 

W75-03971 

8-08 

7C 

W75-03972 

8-08 

4B 

W75-03973 

8-08 

7C 

W75-03974 

8-08 

5B 

W75-03975 

8-08 

2H 

W75-03976 

8-08 

3B 

W75-03977 

8-08 

7C 

W75-03978 

8-08 

7C 

W75-03979 

8-08 

2K 

W75-03980 

8-08 

2K 

W75-03981 

8-08 

2H 

W75-03982 

8-08 

2H 

W75-03983 

8-08 

6D 

W75-03984 

8-08 

2F 

W75-03985 

8-08 

3E 

W75-03986 

8-08 

2F 

W75-03987 

8-08 

2F 

W75-03988 

8-08 

5B 

W75-03989 

8-08 

3F 

W75-03990 

8-08 

4A 

W75-03991 

8-08 

3F 

W75-03992 

8-08 

5G 

W75-03993 

8-08 

6E 

W75-03994 

8-08 

6E 

W75-03995 

8-08 

6E 

W75-03996 

8-08 

6E 

W75-03997 

8-08 

6E 

W75-03998 

8-08 

5G 

W75-03999 

8-08 

5G 

W75-04000 

8-08 

5D 

W75-04001 

8-08 

5G 

W75-04002 

8-08 

6E 

W75-04003 

8-08 

6E 

W75-04004 

8-08 

6E 

W75-04005 

8-08 

6E 

W 75-04006 

8-08 

6E 

W75-04007 

8-08 

6E 

W75-04008 

8-08 

6E 

W75-04009 

8-08 

5G 

W75-04010 

8-08 

6G 

W75-04011 

8-08 

3F 

W75-04012 

8-08 

5A 

W75-04013 

8-08 

3F 

W75-04014 

8-08 

5G 

W75-04015 

8-08 

5D 

W75-04016 

8-08 

5B 

W75-04017 

8-08 

5G 

W75-04018 

8-08 

5G 

W75-04019 

8-08 

5F 

W75-04020 

8-08 

5G 

W75-04021 

8-08 

5A 

W75-04022 

8-08 

5B 

W75-04023 

8-08 

5G 

W75-04024 

8-08 

5G 

W75-04025 

8-08 

6B 

W75-04026 

8-08 

4A 

w: 

75-04105 

W75-04027 

8-08 

5B 

W75-04028 

8-08 

5C 

W75-04029 

8-08 

5B 

W75-04030 

8-08 

3F 

W75-04031 

8-08 

3F 

W75-04032 

8-08 

3F 

W75-04033 

8-08 

2J 

W75-04034 

8-08 

5C 

W75-04035 

8-08 

5B 

W75-04036 

8-08 

2B 

W75-04037 

8-08 

5C 

W75-04038 

8-08 

5B 

W75-04039 

8-08 

5D 

W75-04040 

8-08 

5A 

W75-04041 

8-08 

5B 

W75-04042 

8-08 

4B 

W75-04043 

8-08 

5D 

W75-04044 

8-08 

21 

W75-04045 

8-08 

5B 

W75-04046 

8-08 

5B 

W75-04047 

8-08 

5D 

W75-04048 

8-08 

5G 

W75-04049 

8-08 

4A 

W75-04050 

8-08 

5B 

W75-04051 

8-08 

4C 

W75-04052 

8-08 

5C 

W 75-0405 3 

8-08 

5B 

W75-04054 

8-08 

5B 

W75-04055 

8-08 

5B 

W75-04056 

8-08 

5B 

W75-04057 

8-08 

5A 

W75-04058 

8-08 

5A 

W75-04059 

8-08 

2B 

W75-04060 

8-08 

2B 

W75-04061 

8-08 

5A 

W75-04062 

8-08 

5B 

W75-04063 

8-08 

5B 

W75-04064 

8-08 

5B 

W75-04065 

8-08 

5B 

W75-04066 

8-08 

5B 

W75-04067 

8-08 

5B 

W75-04068 

8-08 

5B 

W75-04069 

8-08 

5B 

W75-04070 

8-08 

5B 

W75-04071 

8-08 

5B 

W75-04072 

8-08 

5B 

W75-04073 

8-08 

2B 

W75-04074 

8-08 

5B 

W75-04075 

8-08 

5B 

W75-04076 

8-08 

5B 

W75-04077 

8-08 

5B 

W75-04078 

8-08 

5A 

W75-04079 

8-08 

5B 

W75-04080 

8-08 

5A 

W75-04081 

8-08 

5B 

W75-04082 

8-08 

5B 

W75-04083 

8-08 

5A 

W75-04084 

8-08 

5A 

W75-04085 

8-08 

5A 

W75-04086 

8-08 

5A 

W75-04087 

8-08 

5A 

W75-04088 

8-08 

5A 

W75-04089 

8-08 

5A 

W75-04090 

8-08 

5B 

W75-04091 

8-08 

5A 

W75-04092 

8-08 

5A 

W75-04093 

8-08 

5A 

W75-04094 

8-08 

5A 

W75-04095 

8-08 

5A 

W75-04096 

8-08 

5A 

W75-04097 

8-08 

5A 

W75-04098 

8-08 

5A 

W75-04099 

8-08 

5A 

W75-04100 

8-08 

5A 

W75-04101 

8-08 

5A 

W75-04102 

8-08 

5A 

W75-04103 

8-08 

5B 

W75-04104 

8-08 

5B 

W75-04105 

8-08 

5A 

A-13 
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W75-04106 

W75-04106 

8-08 

5B 

W75-04185 

8-08 

5A 

W75-04264 

8-08 

5C 

W75-04343 

8-08 

2G 

W75-04107 

8-08 

5A 

W75-04186 

8-08 

5A 

W75-04265 

8-08 

3B 

W75-04344 

8-08 

2A 

W75-04108 

8-08 

5A 

W75-04187 

8-08 

5C 

W75-04266 

8-08 

5G 

W75-04345 

8-08 

4A 

W75-04109 

8-08 

5D 

W75-04188 

8-08 

5E 

W75-04267 

8-08 

5C 

W75-04346 

8-08 

3F 

W75-04110 

8-08 

5C 

W75-04189 

8-08 

5C 

W75-04268 

8-08 

5E 

W75-04347 

8-08 

5B 

W75-04111 

8-08 

3F 

W75-04190 

8-08 

5A 

W75-04269 

8-08 

8B 

W75-04348 

8-08 

5B 

W75-04112 

8-08 

5A 

W75-04191 

8-08 

5C 

W75-04270 

8-08 

8B 

W75-04349 

8-08 

4D 

W75-04113 

8-08 

5A 

W75-04192 

8-08 

5A 

W75-04271 

8-08 

2F 

W75-04350 

8-08 

5B 

W75-04114 

8-08 

5D 

W75-04193 

8-08 

5A 

W75-04272 

8-08 

5B 

W75-04351 

8-09 

3F 

W75-04115 

8-08 

5D 

W75-04194 

8-08 

5A 

W75-04273 

8-08 

2D 

W75-04352 

8-09 

5D 

W75-04116 

8-08 

5C 

W75-04195 

8-08 

5G 

W75-04274 

8-08 

6G 

W75-04353 

8-09 

5C 

W75-04117 

8-08 

5D 

W75-04196 

8-08 

5G 

W75-04275 

8-08 

2L 

W75-04354 

8-09 

5C 

W75-04118 

8-08 

5G 

W75-04197 

8-08 

6C 

W75-04276 

8-08 

5B 

W75-04355 

8-09 

5A 

W75-04119 

8-08 

5B 

W75-04198 

8-08 

5D 

W75-04277 

8-08 

2E 

W75-04356 

8-09 

4D 

W75-04120 

8-08 

5D 

W75-04199 

8-08 

6E 

W75-04278 

8-08 

5C 

W75-04357 

8-09 

4D 

W75-04121 

8-08 

5D 

W75-04200 

8-08 

5D 

W75-04279 

8-08 

2L 

W75-04358 

8-09 

4D 

W75-04122 

8-08 

5D 

W75-04201 

8-08 

6C 

W75-04280 

8-08 

2F 

W75-04359 

8-09 

6B 

W75-04123 

8-08 

5D 

W75-04202 

8-08 

6A 

W75-04281 

8-08 

5C 

W75-04360 

8-09 

6B 

W75-04124 

8-08 

5A 

W75-04203 

8-08 

6A 

W75-04282 

8-08 

5C 

W75-04361 

8-09 

6E 

W75-04125 

8-08 

2E 

W75-04204 

8-08 

4A 

W75-04283 

8-08 

5C 

W75-04362 

8-09 

4D 

W75-04126 

8-08 

21 

W75-04205 

8-08 

4A 

W75-04284 

8-08 

5C 

W75-04363 

8-09 

4B 

W75-04127 

8-08 

3F 

W75-04206 

8-08 

5G 

W75-04285 

8-08 

5C 

W75-04364 

8-09 

2H 

W75-04128 

8-08 

3A 

W75-04207 

8-08 

5G 

W75-04286 

8-08 

5C 

W75-04365 

8-09 

21 

W75-04129 

8-08 

3F 

W75-04208 

8-08 

2E 

W75-04287 

8-08 

5C 

W75-04366 

8-09 

3B 

W75-04130 

8-08 

2A 

W75-04209 

8-08 

2E 

W75-04288 

8-08 

3F 

W75-04367 

8-09 

5B 

W75-04131 

8-08 

21 

W75-042I0 

8-08 

6B 

W75-04289 

8-08 

5B 

W75-04368 

8-09 

6B 

W75-04132 

8-08 

2G 

W75-04211 

8-08 

6E 

W75-04290 

8-08 

6E 

W75-04369 

8-09 

3F 

W75-04133 

8-08 

3F 

W75-04212 

8-08 

4A 

W75-04291 

8-08 

6E 

W75-04370 

8-09 

5G 

W75-04134 

8-08 

3C 

W75-04213 

8-08 

5B 

W75-04292 

8-08 

6E 

W75-04371 

8-09 

5B 

W75-04135 

8-08 

2G 

W75-04214 

8-08 

2H 

W75-04293 

8-08 

6E 

W75-04372 

8-09 

2B 

W75-04136 

8-08 

2G 

W75-04215 

8-08 

5B 

W75-04294 

8-08 

6E 

W75-04373 

8-09 

2G 

W75-04137 

8-08 

21 

W75-04216 

8-08 

8B 

W 75-04295 

8-08 

6E 

W75-04374 

8-09 

2G 

W75-04138 

8-08 

3F 

W75-04217 

8-08 

5B 

W75-04296 

8-08 

6E 

W75-04375 

8-09 

21 

W75-04139 

8-08 

2G 

W75-04218 

8-08 

5C 

W75-04297 

8-08 

6E 

W75-04376 

8-09 

21 

W75-04140 

8-08 

4B 

W75-04219 

8-08 

2H 

W75-04298 

8-08 

6E 

W75-04377 

8-09 

2G 

W75-04141 

8-08 

2G 

W75-04220 

8-08 

5B 

W75-04299 

8-08 

6E 

W75-04378 

8-09 

21 

W75-04142 

8-08 

2J 

W75-04221 

8-08 

5D 

W75-04300 

8-08 

6E 

W75-04379 

8-09 

3B 

W75-04143 

8-08 

6E 

W75-04222 

8-08 

5B 

W75-04301 

8-08 

5G 

W75-04380 

8-09 

3B 

W75-04144 

8-08 

2G 

W75-04223 

8-08 

5D 

W75-04302 

8-08 

5G 

W75-04381 

8-09 

21 

W75-04145 

8-08 

2F 

W75-04224 

8-08 

5D 

W75-04303 

8-08 

5G 

W75-04382 

8-09 

5G 

W75-04146 

8-08 

21 

W75-04225 

8-08 

5C 

W75-04304 

8-08 

6E 

W75-04383 

8-09 

21 

W75-04147 

8-08 

2J 

W75-04226 

8-08 

5B 

W75-04305 

8-08 

6C 

W75-04384 

8-09 

3F 

W75-04148 

8-08 

5C 

W75-04227 

8-08 

5D 

W75-04306 

8-08 

5C 

W75-04385 

8-09 

21 

W75-04149 

8-08 

2G 

W75-04228 

8-08 

5D 

W75-04307 

8-08 

2B 

W75-04386 

8-09 

81 

W75-04150 

8-08 

5B 

W75-04229 

8-08 

5B 

W75-04308 

8-08 

2F 

W75-04387 

8-09 

5C 

W75-04151 

8-08 

6B 

W75-04230 

8-08 

5B 

W75-04309 

8-08 

2E 

W75-04388 

8-09 

21 

W75-04152 

8-08 

5C 

W75-04231 

8-08 

5B 

W75-04310 

8-08 

2E 

W75-04389 

8-09 

2G 

W75-04153 

8-08 

5C 

W75-04232 

8-08 

6A 

W75-04311 

8-08 

2G 

W75-04390 

8-09 

2G 

W75-04154 

8-08 

5C 

W75-04233 

8-08 

6A 

W75-04312 

8-08 

2G 

W75-04391 

8-09 

2C 

W75-04155 

8-08 

5G 

W75-04234 

8-08 

4A 

W75-04313 

8-08 

3F 

W75-04392 

8-09 

2G 

W75-04156 

8-08 

5A 

W75-04235 

8-08 

5B 

W 75-043 14 

8-08 

2G 

W75-04393 

8-09 

5A 

W75-04157 

8-08 

5A 

W75-04236 

8-08 

5A 

W75-04315 

8-08 

3F 

W75-04394 

8-09 

5A 

W75-04158 

8-08 

5A 

W75-04237 

8-08 

5B 

W75-04316 

8-08 

3F 

W75-04395 

8-09 

5G 

W75-04159 

8-08 

5A 

W75-04238 

8-08 

5B 

W75-04317 

8-08 

5B 

W75-04396 

8-09 

5G 

W75-04160 

8-08 

5B 

W75-04239 

8-08 

4A 

W75-04318 

8-08 

3F 

W75-04397 

8-09 

5G 

W75-04161 

8-08 

5C 

W75-04240 

8-08 

2A 

W75-04319 

8-08 

5C 

W75-04398 

8-09 

5C 

W75-04162 

8-08 

5A 

W75-04241 

8-08 

4A 

W75-04320 

8-08 

2G 

W75-04399 

8-09 

3F 

W75-04163 

8-08 

5A 

W75-04242 

8-08 

2A 

W75-04321 

8-08 

3F 

W75-04400 

8-09 

2H 

W75-04164 

8-08 

5B 

W75-04243 

8-08 

4A 

W75-04322 

8-08 

5G 

W75-0440I 

8-09 

5D 

W75-04165 

8-08 

5B 

W75-04244 

8-08 

2H 

W75-04323 

8-08 

5G 

W75-04402 

8-09 

5D 

W75-04166 

8-08 

5B 

W75-04245 

8-08 

2E 

W75-04324 

8-08 

5G 

W75-04403 

8-09 

5D 

W75-04167 

8-08 

5B 

W75-04246 

8-08 

6A 

W75-04325 

8-08 

5D 

W 75 -04404 

8-09 

5D 

W75-04168 

8-08 

5A 

W75-04247 

8-08 

5G 

W75-04326 

8-08 

5G 

W75-04405 

8-09 

5D 

W75-04169 

8-08 

5B 

W75-04248 

8-08 

5C 

W75-04327 

8-08 

5G 

W75-04406 

8-09 

5D 

W75-04170 

8-08 

5A 

W75-04249 

8-08 

6B 

W75-04328 

8-08 

6F 

W75-04407 

8-09 

5D 

W75-04171 

8-08 

5A 

W75-04250 

8-08 

5G 

W75-04329 

8-08 

2F 

W75-04408 

8-09 

5D 

W75-04172 

8-08 

5C 

W75-04251 

8-08 

5B 

W75-04330 

8-08 

2B 

W75-04409 

8-09 

5D 

W75-04173 

8-08 

5A 

W 75-04252 

8-08 

5B 

W75-04331 

8-08 

2C 

W75-04410 

8-09 

5C 

W75-04174 

8-08 

5A 

W75-04253 

8-08 

5D 

W75-04332 

8-08 

2G 

W75-044U 

8-09 

5A 

W75-04175 

8-08 

5C 

W75-04254 

8-08 

5B 

W75-04333 

8-08 

2F 

W75-04412 

8-09 

5A 

W75-04176 

8-08 

5C 

W75-04255 

8-08 

3B 

W75-04334 

8-08 

5D 

W75-04413 

8-09 

5C 

W75-04177 

8-08 

5A 

W75-04256 

8-08 

5B 

W75-04335 

8-08 

5C 

W75-04414 

8-09 

5C 

W75-04178 

8-08 

5A 

W75-04257 

8-08 

6A 

W75-04336 

8-08 

5D 

W75-04415 

8-09 

5C 

W75-04179 

8-08 

5A 

W75-04258 

8-08 

6B 

W75-04337 

8-08 

5D 

W75-04416 

8-09 

5C 

W75-04180 

8-08 

5C 

W75-04259 

8-08 

5A 

W75-04338 

8-08 

5D 

W75-04417 

8-09 

5C 

W75-04181 

8-08 

5C 

W75-04260 

8-08 

5B 

W75-04339 

8-08 

2A 

W75-04418 

8-09 

5C 

W75-04182 

8-08 

5B 

W75-04261 

8-08 

5D 

W75-04340 

8-08 

2F 

W75-04419 

8-09 

5C 

W75-04I83 

8-08 

5C 

W75-04262 

8-08 

5B 

W75-04341 

8-08 

4A 

W75-04420 

8-09 

5C 

W75-04184 

8-08 

5A 

W75-04263 

8-08 

5D 

W75-04342 

8-08 

4C 

W75-04421 

8-09 

5A 

A-14 
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W75-04422 

8-09 

3A 

W75-04423 

8-09 

3A 

W75-04424 

8-09 

21 

W75-04425 

8-09 

5G 

W75-04426 

8-09 

5D 

W75-04427 

8-09 

5D 

W75-04428 

8-09 

5D 

W75-04429 

8-09 

5D 

W75-04430 

8-09 

3A 

W75-04431 

8-09 

5G 

W75-04432 

8-09 

4A 

W75-04433 

8-09 

4D 

W75-04434 

8-09 

5F 

W75-04435 

8-09 

21 

W75-04436 

8-09 

SA 

W75-04437 

8-09 

5D 

W75-04438 

8-09 

5B 

W75-04439 

8-09 

6B 

W75-04440 

8-09 

4A 

W75-04441 

8-09 

2F 

W75-04442 

8-09 

2B 

W75-04443 

8-09 

2H 

W75-04444 

8-09 

6A 

W75-04445 

8-09 

6E 

W75-04446 

8-09 

5D 

W75-04447 

8-09 

5C 

W75-04448 

8-09 

4C 

W75-04449 

8-09 

5D 

W75-04450 

8-09 

21 

W75-04451 

8-09 

3A 

W75-04452 

8-09 

3F 

W75-04453 

8-09 

8A 

W75-04454 

8-09 

5D 

W75-04455 

8-09 

5G 

W75-04456 

8-09 

5D 

W75-04457 

8-09 

5D 

W75-04458 

8-09 

5D 

W75-04459 

8-09 

3A 

W75-04460 

8-09 

5D 

W75-04461 

8-09 

5D 

W75-04462 

8-09 

5D 

W75-04463 

8-09 

5D 

W75-04464 

8-09 

5D 

W75-04465 

8-09 

3A 

W75-04466 

8-09 

3A 

W75-04467 

8-09 

8A 

W75-04468 

8-09 

6G 

W75-04469 

8-09 

5C 

W75-04470 

8-09 

5C 

W75-04471 

8-09 

2K 

W75-04472 

8-09 

5C 

W75-04473 

8-09 

5B 

W75-04474 

8-09 

5G 

W75-04475 

8-09 

5B 

W75-04476 

8-09 

5D 

W75-04477 

8-09 

5B 

W75-04478 

8-09 

5B 

W75-04479 

8-09 

5C 

W75-04480 

8-09 

5C 

W75-04481 

8-09 

5C 

W75-04482 

8-09 

3F 

W75-04483 

8-09 

3F 

W75-04484 

8-09 

2D 

W75-04485 

8-09 

5C 

W75-04486 

8-09 

21 

W75-04487 

8-09 

5C 

W75-04488 

8-09 

21 

W75-04489 

8-09 

5C 

W75-04490 

8-09 

2H 

W75-04491 

8-09 

5C 

W75-04492 

8-09 

2L 

W75-04493 

8-09 

21 

W75-04494 

8-09 

21 

W75-04495 

8-09 

2E 

W75-04496 

8-09 

5C 

W75-04497 

8-09 

2L 

W75-04498 

8-09 

5C 

W75-04499 

8-09 

5C 

W75-04500 

8-09 

2H 

W75-04501 

W75-04502 

W75-04503 

W75-04504 

W75-04505 

W75-04506 

W75-04507 

W75-04508 

W75-04509 

W75-04510 

W75-04511 

W75-04512 

W75-04513 

W75-04514 

W75-04515 

W75-04516 

W75-04517 

W75-04518 

W75-04519 

W75-04520 

W75-04521 

W75-04522 

W75-04523 

W75-04524 

W75-04525 

W75-04526 

W75-04527 

W75-04528 

W75-04529 

W75-04530 

W75-04531 

W75-04532 

W75-04533 

W75-04534 

W75-04535 

W 75-045 36 

W75-04537 

W75-04538 

W75-04539 

W75-04540 

W75-04541 

W75-04542 

W75-04543 

W75-04544 

W75-04545 

W75-04546 

W75-04547 

W75-04548 

W75-04549 

W75-04550 

W75-04551 

W75-04552 

W75-04553 

W75-04554 

W75-04555 

W75-04556 

W75-04557 

W75-04558 

W75-04559 

W75-04560 

W75-04561 

W75-04562 

W75-04563 

W75-04564 

W75-04565 

W75-04566 

W 75-04567 

W75-04568 

W75-04569 

W75-04570 

W75-04571 

W75-04572 

W75-04573 

W75-04574 

W75-04575 

W75-04576 

W75-04577 

W75-04578 

W75-04579 


8-09  2J 
8-09  5A 
8-09  5C 
8-09  5B 
8-09  5G 
8-09     2G 

8-09  2G 
8-09     3B 

8-09  2J 

8-09  5G 

8-09  21 

8-09  3C 

8-09  2B 

8-09  6G 

8-09  2G 

8-09  2G 

8-09  2G 

8-09  5D 

8-09  6B 

8-09  6A 

8-09  5C 

8-09  5B 

8-09  4A 

8-09  5C 

8-09  4A 

8-09  5G 

8-09  3F 

8-09  5D 

8-09  6D 

8-09  5G 

8-09  4A 

8-09  4A 

8-09  3F 

8-09  4A 

8-09  5F 

8-09  5D 

8-09  3F 

8-09  3F 

8-09  6A 

8-09  6A 

8-09  6D 

8-09  5D 

8-09  5D 

8-09  5G 

8-09  5D 

8-09  5D 

8-09  5B 

8-09  5B 

8-09  2G 

8-09  5D 

8-09  5B 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5G 

8-09  6A 

8-09  8B 

8-09  5B 

8-09  5D 

8-09  5D 

8-09  5C 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5G 

8-09  5G 

8-09  5G 

8-09  5B 

8-09  5G 

8-09  5D 

8-09  5B 

8-09  5B 

8-09  5G 

8-09  5G 

8-09  5D 

8-09  5C 

8-09  5C 


W75-04580 

W75-04581 

W75-04582 

W75-04583 

W75-04584 

W75-04585 

W75-04586 

W75-04587 

W75-04588 

W75-04589 

W75-04590 

W75-04591 

W75-04592 

W75-04593 

W75-04594 

W 75-04595 

W75-04596 

W75-04597 

W75-04598 

W75-04599 

W75-04600 

W75-04601 

W75-04602 

W75-04603 

W75-04604 

W75-04605 

W75-04606 

W75-04607 

W75-04608 

W 75-04609 

W75-04610 

W75-04611 

W75-04612 

W75-04613 

W75-04614 

W75-04615 

W75-04616 

W75-04617 

W75-04618 

W75-04619 

W75-04620 

W75-04621 

W75-04622 

W75-04623 

W75-04624 

W75-04625 

W75-04626 

W75-04627 

W75-04628 

W75-04629 

W75-04630 

W75-04631 

W75-04632 

W75-04633 

W75-04634 

W75-04635 

W75-04636 

W75-04637 

W75-04638 

W75-04639 

W 75-04640 

W75-04641 

W75-04642 

W75-04643 

W75-04644 

W75-04645 

W 75-04646 

W75-04647 

W75-04648 

W75-04649 

W75-04650 

W 75-04651 

W75-04652 

W75-04653 

W75-04654 

W75-04655 

W75-04656 

W75-04657 

W75-04658 


8-09  6E 
8-09     5G 

8-09  6E 
8-09  2L 
8-09  5G 
8-09     5G 

8-09  5G 

8-09  5G 

8-09  6E 

8-09  5G 

8-09  5G 

8-09  5G 

8-09  5G 

8-09  5G 

8-09  6G 

8-09  5G 

8-09  5G 

8-09  6E 

8-09  5G 

8-09  6E 

8-09  6F 

8-09  2H 

8-09  2G 

8-09  6B 

8-09  2C 

8-09  2G 

8-09  2G 

8-09  2G 

8-09  2G 

8-09  21 

8-09  3B 

8-09  3F 

8-09  21 

8-09  21 

8-09  5B 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5G 

8-09  5D 

8-09  5D 

8-09  3F 

8-09  5D 

8-09  5D 

8-09  5G 

8-09  5D 

8-09  5A 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5G 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5B 

8-09  5D 

8-09  7B 

8-09  6E 

8-09  6E 

8-09  6E 

8-09  6E 

8-09  6E 

8-09  5D 

8-09  9D 

8-09  7B 

8-09  7B 

8-09  7B 

8-09  7B 


W75-04737 

W75-04659 

8-09 

2C 

W75-04660 

8-09 

2B 

W75-04661 

8-09 

2B 

W75-04662 

8-09 

2B 

W75-04663 

8-09 

2B 

W75-04664 

8-09 

2B 

W75-04665 

8-09 

2B 

W75-04666 

8-09 

2B 

W75-04667 

8-09 

2C 

W75-04668 

8-09 

2B 

W75-04669 

8-09 

2B 

W75-04670 

8-09 

2 

W75-04671 

8-09 

2B 

W75-04672 

8-09 

2B 

W75-04673 

8-09 

2B 

W75-04674 

8-09 

2B 

W75-04675 

8-09 

2B 

W75-04676 

8-09 

2B 

W75-04677 

8-09 

2B 

W75-04678 

8-09 

2B 

W75-04679 

8-09 

2B 

W75-04680 

8-09 

2B 

W75-04681 

8-09 

7A 

W75-04682 

8-09 

7A 

W75-04683 

8-09 

2B 

W75-04684 

8-09 

2C 

W75-04685 

8-09 

2B 

W75-04686 

8-09 

2B 

W75-04687 

8-09 

7C 

W75-04688 

8-09 

7C 

W75-04689 

8-09 

2B 

W75-04690 

8-09 

2B 

W75-04691 

8-09 

7B 

W75-04692 

8-09 

2B 

W75-04693 

8-09 

7C 

W75-04694 

8-09 

4A 

W75-04695 

8-09 

2G 

W75-04696 

8-09 

8D 

W75-04697 

8-09 

7B 

W75-04698 

8-09 

2D 

W75-04699 

8-09 

5B 

W75-04700 

8-09 

2G 

W75-04701 

8-09 

2G 

W75-04702 

8-09 

2J 

W75-04703 

8-09 

2B 

W75-04704 

8-09 

2B 

W75-04705 

8-09 

2H 

W75-04706 

8-09 

2E 

W75-04707 

8-09 

2J 

W75-04708 

8-09 

5D 

W75-04709 

8-09 

5A 

W75-04710 

8-09 

2F 

W75-04711 

8-09 

2B 

W75-04712 

8-09 

2E 

W75-04713 

8-09 

2B 

W75-04714 

8-09 

5B 

W75-04715 

8-09 

8B 

W75-04716 

8-09 

2L 

W75-04717 

8-09 

2B 

W75-04718 

8-09 

5A 

W75-04719 

8-09 

5D 

W75-04720 

8-09 

5G 

W75-04721 

8-09 

3B 

W75-04722 

8-09 

5A 

W75-04723 

8-09 

5A 

W75-04724 

8-09 

2B 

W75-04725 

8-09 

2D 

W75-04726 

8-09 

7C 

W75-04727 

8-09 

4B 

W75-04728 

8-09 

1A 

W75-04729 

8-09 

2B 

W75-04730 

8-09 

7C 

W75-04731 

8-09 

7C 

W75-04732 

8-09 

7C 

W75-04733 

8-09 

7C 

W75-04734 

8-09 

7A 

W75-04735 

8-09 

7B 

W75-04736 

8-09 

7C 

W75-04737 

8-09 

7C 
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W75-04738 

W75-04738 

8-09 

2L 

W75-04739 

8-09 

2L 

W75-04740 

8-09 

2B 

W75-04741 

8-09 

2B 

W75-04742 

8-09 

4A 

W75-04743 

8-09 

4A 

W75-04744 

8-09 

4A 

W75-04745 

8-09 

4A 

W75-04746 

8-09 

4A 

W75-04747 

8-09 

4A 

W75-04748 

8-09 

4A 

W75-04749 

8-09 

4A 

W75-04750 

8-09 

4A 

W75-04751 

8-09 

4A 

W75-04752 

8-09 

4A 

W75-04753 

8-09 

4A 

W75-04754 

8-09 

4A 

W75-04755 

8-09 

6G 

W75-04756 

8-09 

6B 

W75-04757 

8-09 

5G 

W75-04758 

8-09 

5C 

W75-04759 

8-09 

5D 

W75-04760 

8-09 

3D 

W75-04761 

8-09 

5D 

W75-04762 

8-09 

3D 

W75-04763 

8-09 

6B 

W75-04764 

8-09 

3E 

W75-04765 

8-09 

5D 

W75-04766 

8-09 

6E 

W75-04767 

8-09 

6E 

W75-04768 

8-09 

6E 

W75-04769 

8-09 

6E 

W75-04770 

8-09 

6E 

W75-04771 

8-09 

6E 

W75-04772 

8-09 

6E 

W75-04773 

8-09 

6E 

W75-04774 

8-09 

6E 

W75-04775 

8-09 

6E 

W75-04776 

8-09 

6E 

W75-04777 

8-09 

5G 

W75-04778 

8-09 

6E 

W75-04779 

8-09 

5G 

W75-04780 

8-09 

6E 

W75-04781 

8-09 

6E 

W75-04782 

8-09 

6E 

W75-04783 

8-09 

6E 

W75-04784 

8-09 

6E 

W75-04785 

8-09 

6E 

W75-04786 

8-09 

6E 

W75-04787 

8-09 

6E 

W75-04788 

8-09 

6E 

W75-04789 

8-09 

6E 

W75-04790 

8-09 

6E 

W75-04791 

8-09 

2B 

W75-04792 

8-09 

2B 

W75-04793 

8-09 

8B 

W75-04794 

8-09 

2C 

W75-04795 

8-09 

7B 

W75-04796 

8-09 

7B 

W75-04797 

8-09 

8B 

W75-04798 

8-09 

5B 

W75-04799 

8-09 

5B 

W75-04800 

8-09 

5B 

W75-04801 

8-09 

5D 

W 75 -04802 

8-09 

8B 

W75-04803 

8-09 

5A 

W75-04804 

8-09 

5D 

W75-04805 

8-09 

5B 

W75-04806 

8-09 

5B 

W75-04807 

8-09 

5D 

W75-04808 

8-09 

8C 

W75-04809 

8-09 

8A 

W75-04810 

8-09 

5D 

W75-04811 

8-09 

5D 

W75-04812 

8-09 

5D 

W75-04813 

8-09 

5D 

W75-04814 

8-09 

5A 

W75-04815 

8-09 

5A 

W75-04816 

8-09 

5C 

W75-04817 
W75-04818 
W75-04819 
W75-04820 
W75-04821 
W75-04822 
W75-04823 
W75-04824 
W75-04825 
W75-04826 
W75-04827 
W75-04828 
W75-04829 
W75-04830 
W75-04831 
W75-04832 
W75-04833 
W75-04834 
W75-04835 
W75-04836 
W75-04837 
W75-04838 
W75-04839 
W75-04840 
W75-04841 
W75-04842 
W75-04843 
W75-04844 
W75-04845 
W75-04846 
W75-04847 
W75-04848 
W75-04849 
W75-04850 
W75-04851 
W75-04852 
W75-04853 
W75-04854 
W75-04855 
W75-04856 
W75-04857 
W75-04858 
W75-04859 
W75-04860 
W75-04861 
W75-04862 
W75-04863 
W75-04864 
W75-04865 
W75-04866 
W75-04867 
W75-04868 
W75-04869 
W75-04870 
W75-04871 
W75-04872 
W75-04873 
W75-04874 
W75-04875 
W75-04876 
W75-04877 
W75-04878 
W75-04879 
W75-04880 
W75-0488I 
W75-04882 
W75-04883 
W75-04884 
W75-04885 
W75-04886 
W75-04887 
W75-04888 
W75-04889 
W75-04890 
W75-04891 
W 75 -04892 
W75-04893 
W75-04894 
W75-04895 


8-09  5A 

8-09  5A 

8-09  5A 

8-09  5F 

8-09  5F 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5G 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  5D 

8-09  21 

8-09  5G 

8-09  5G 

8-09  5G 

8-09  5D 

8-09  5A 

8-09  5B 

8-09  6E 

8-09  6G 

8-09  5G 

8-09  2E 

8-09  5C 

8-09  5B 

8-09  3A 

8-10  2L 

8-10  4A 

8-10  4A 

8-10  4A 

8-10  4A 

8-10  4A 

8-10  5G 

8-10  4A 

8-10  8B 

8-10  8B 

8-10  3B 

8-10  4A 

8-10  5D 

8-10  8A 

8-10  6G 

8-10  6G 

8-10  6A 

8-10  5D 

8-10  5E 

8-10  5A 

8-10  5D 

8-10  5D 

8-10  3F 

8-10  7C 

8-10  2L 

8-10  4A 

8-10  3F 

8-10  5D 

8-10  5D 

8-10  5G 

8-10  4A 

8-10  7C 

8-10  4B 

8-10  2C 

8-10  3F 

8-10  2J 

8-10  2K 

8-10  5A 

8-10  2J 

8-10  5A 

8-10  5C 

8-10  5C 

8-10  5C 

8-10  5C 

8-10  5C 


W75-04896 

8-10 

5C 

W75-04897 

8-10 

5C 

W75-04898 

8-10 

5C 

W75-04899 

8-10 

5C 

W75-04900 

8-10 

5C 

W75-04901 

8-10 

5C 

W 75 -04902 

8-10 

5C 

W75-04903 

8-10 

5C 

W75-04904 

8-10 

5C 

W75-04905 

8-10 

5C 

W75-04906 

8-10 

5C 

W75-04907 

8-10 

21 

W75-04908 

8-10 

5C 

W75-04909 

8-10 

5C 

W75-04910 

8-10 

5C 

W75-04911 

8-10 

2H 

W75-04912 

8-10 

2H 

W75-04913 

8-10 

6B 

W75-04914 

8-10 

2D 

W75-04915 

8-10 

2D 

W75-049I6 

8-10 

2D 

W75-04917 

8-10 

2C 

W75-04918 

8-10 

2G 

W75-04919 

8-10 

2G 

W75-04920 

8-10 

4A 

W  75 -04921 

8-10 

2E 

W75-04922 

8-10 

5A 

W75-04923 

8-10 

2G 

W75-04924 

8-10 

2A 

W75-04925 

8-10 

2A 

W75-04926 

8-10 

4C 

W75-04927 

8-10 

2J 

W75-04928 

8-10 

4C 

W75-04929 

8-10 

4A 

W75-04930 

8-10 

2B 

W75-04931 

8-10 

2B 

W75-04932 

8-10 

2B 

W75-04933 

8-10 

5B 

W75-04934 

8-10 

5C 

W75-04935 

8-10 

5C 

W75-04936 

8-10 

5C 

W75-04937 

8-10 

9D 

W75-04938 

8-10 

5B 

W75-04939 

8-10 

4A 

W75-04940 

8-10 

5F 

W  75 -04941 

8-10 

5D 

W75-04942 

8-10 

5D 

W75-04943 

8-10 

5B 

W75-04944 

8-10 

5D 

W75-04945 

8-10 

5D 

W75-04946 

8-10 

6G 

W75-04947 

8-10 

5D 

W75-04948 

8-10 

5B 

W 75-04949 

8-10 

5G 

W75-04950 

8-10 

5G 

W75-04951 

8-10 

5D 

W75-04952 

8-10 

5G 

W75-04953 

8-10 

5D 

W75-04954 

8-10 

5D 

W75-04955 

8-10 

5D 

W75-04956 

8-10 

3E 

W75-04957 

8-10 

5G 

W75-04958 

8-10 

5D 

W75-04959 

8-10 

5D 

W75-04960 

8-10 

5D 

W75-04961 

8-10 

5D 

W75-04962 

8-10 

5D 

W75-04963 

8-10 

5D 

W75-04964 

8-10 

5D 

W75-04965 

8-10 

5G 

W 75-04966 

8-10 

5D 

W75-04967 

8-10 

5A 

W75-04968 

8-10 

5D 

W75-04969 

8-10 

5E 

W75-04970 

8-10 

IB 

W75-04971 

8-10 

10D 

W75-04972 

8-10 

5A 

W75-04973 

8-10 

5D 

W75-04974 

8-10 

5D 

W75-04975 

8-10 

5D 

W75-04976 

8-10 

5D 

W75-04977 

8-10 

5G 

W75-04978 

8-10 

5D 

W75-04979 

8-10 

5F 

W75-04980 

8-10 

5C 

W75-04981 

8-10 

5D 

W75-04982 

8-10 

5D 

W75-04983 

8-10 

5D 

W75-04984 

8-10 

5D 

W75-04985 

8-10 

5D 

W75-04986 

8-10 

5D 

W75-04987 

8-10 

5D 

W75-04988 

8-10 

5D 

W75-04989 

8-10 

3A 

W75-04990 

8-10 

5D 

W 75 -04991 

8-10 

5D 

W75-04992 

8-10 

5D 

W75-04993 

8-10 

5D 

W75-04994 

8-10 

5A 

W75-04995 

8-10 

5G 

W75-04996 

8-10 

2H 

W75-04997 

8-10 

5B 

W75-04998 

8-10 

4C 

W75-04999 

8-10 

5B 

W75-05OO0 

8-10 

5D 

W75-05001 

8-10 

5C 

W75-05002 

8-10 

5A 

W75-05003 

8-10 

5C 

W75-05004 

8-10 

5C 

W75-05005 

8-10 

5C 

W  75 -05006 

8-10 

5C 

W75-O5O07 

8-10 

5C 

W75-05008 

8-10 

5C 

W75-05009 

8-10 

5C 

W75-05010 

8-10 

5C 

W75-050II 

8-10 

5C 

W75-05012 

8-10 

5C 

W75-05013 

8-10 

5C 

W75-05014 

8-10 

5C 

W75-050I5 

8-10 

5C 

W75-05016 

8-10 

81 

W75-05017 

8-10 

81 

W75-05018 

8-10 

81 

W75-05019 

8-10 

5C 

W75-05020 

8-10 

5C 

W75-05021 

8-10 

81 

W75-05022 

8-10 

3E 

W75-05023 

8-10 

3E 

W75-05024 

8-10 

81 

W75-05025 

8-10 

81 

W75-05026 

8-10 

2L 

W75-O5027 

8-10 

81 

W75-05028 

8-10 

81 

W75-05029 

8-10 

81 

W 75 -05030 

8-10 

81 

W75-05031 

8-10 

81 

W75-05032 

8-10 

5C 

W75-05033 

8-10 

3E 

W75-05034 

8-10 

5C 

W75-05035 

8-10 

5B 

W75-05036 

8-10 

5B 

W75-05037 

8-10 

5C 

W75-05038 

8-10 

5C 

W75-05039 

8-10 

5C 

W75-05040 

8-10 

5G 

W75-05041 

8-10 

5G 

W75-05042 

8-10 

5G 

W75-05043 

8-10 

5C 

W75-05044 

8-10 

5G 

W75-05045 

8-10 

5G 

W75-05046 

8-10 

5C 

W75-05O47 

8-10 

5A 

W75-05O48 

8-10 

5A 

W75-05049 

8-10 

5A 

W75-05050 

8-10 

5C 

W75-05051 

8-10 

5C 

W75-05051 

8-10 

5C 

W75-05052 

8-10 

5G 

A- 16 
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W75-05053 

W75-05054 

W75-05055 

W75-05056 

W75-05057 

W75-05058 

W75-05059 

W75-05060 

W75-05061 

W75-05062 

W75-05063 

W75-05064 

W75-05065 

W75-05066 

W75-05067 

W75-05068 

W75-05069 

W75-05070 

W75-05071 

W75-05072 

W75-05073 

W75-05074 

W75-05075 

W75-05076 

W75-05077 

W75-05078 

W75-05079 

W75-05080 

W75-05081 

W75-05082 

W75-05083 

W75-05084 

W75-05085 

W75-05086 

W75-05086 

W75-05087 

W75-05088 

W75-05089 

W75-05090 

W75-05091 

W75-05092 

W75-05093 

W75-05094 

W75-05095 

W75-05096 

W75-05097 

W75-05098 

W75-05099 

W75-05100 

W75-05101 

W75-05102 

W75-05103 

W75-05104 

W75-05105 

W75-05106 

W75-05107 

W75-05108 

W75-05109 

W75-05110 

W75-05111 

W75-05112 

W75-05113 

W75-05114 

W75-05U5 

W75-05116 

W75-05117 

W75-05U8 

W75-05119 

W75-05120 

W75-05121 

W75-05122 

W75-05123 

W75-05I24 

W75-05I25 

W75-05126 

W75-05127 

W75-05128 

W75-05129 

W75-05130 


8-10  SC 

8-10  5C 

8-10  5C 

8-10  3F 

8-10  5C 

8-10  4A 

8-10  5C 

8-10  5G 

8-10  7B 

8-10  5C 

8-10  5C 

8-10  5C 

8-10  SB 

8-10  5C 

8-10  5C 

8-10  5G 

8-10  6B 

8-10  5G 

8-10  5D 

8-10  5A 

8-10  3F 

8-10  5G 

8-10  5B 

8-10  5G 

8-10  5G 

8-10  5D 

8-10  5C 

8-10  5D 

8-10  5B 

8-10  SC 

8-10  5B 

8-10  10B 

8-10  5A 

8-10  5D 

8-10  5D 

8-10  5A 

8-10  5A 

8-10  5D 

8-10  5G 

8-10  5G 

8-10  5B 

8-10  5G 

8-10  2H 

8-10  4A 

8-10  7C 

8-10  2B 

8-10  5A 

8-10  5A 

8-10  5G 

8-10  2B 

8-10  2H 

8-10  7C 

8-10  7C 

8-10  2B 

8-10  5B 

8-10  7B 

8-10  2A 

8-10  2A 

8-10  7B 

8-10  3B 

8-10  5B 

8-10  8B 

8-10  5B 

8-10  5B 

8-10  2F 

8-10  8D 

8-10  3B 

8-10  5A 

8-10  5A 

8-10  3B 

8-10  3B 

8-10  7B 

8-10  7B 

8-10  7B 

8-10  2L 

8-10  3B 

8-10  5G 

8-10  7C 

8-10  4A 


W75-05131 

8-10 

2A 

W75-05132 

8-10 

7B 

W75-05I33 

8-10 

3F 

W75-05134 

8-10 

7C 

W75-05135 

8-10 

4A 

W75-05136 

8-10 

2E 

W75-05137 

8-10 

2E 

W75-05138 

8-10 

2C 

W75-05I39 

8-10 

2C 

W75-05140 

8-10 

2C 

W75-05I41 

8-10 

2C 

W75-05142 

8-10 

2C 

W75-05143 

8-10 

2C 

W75-05144 

8-10 

2C 

W75-05145 

8-10 

2C 

W75-05146 

8-10 

2C 

W75-05147 

8-10 

2C 

W75-05148 

8-10 

2C 

W75-05149 

8-10 

2C 

W75-05150 

8-10 

2C 

W75-05151 

8-10 

2F 

W75-05152 

8-10 

2F 

W75-05153 

8-10 

IOC 

W75-05154 

8-10 

10B 

W75-05155 

8-10 

5B 

W75-05156 

8-10 

8B 

W75-05157 

8-10 

5A 

W75-05158 

8-10 

2B 

W75-05159 

8-10 

5A 

W75-05160 

8-10 

8B 

W75-05161 

8-10 

IB 

W75-05162 

8-10 

5A 

W75-05163 

8-10 

2F 

W75-05164 

8-10 

81 

W75-05165 

8-10 

2A 

W75-05166 

8-10 

2B 

W75-05167 

8-10 

5B 

W75-05168 

8-10 

2J 

W75-05169 

8-10 

IB 

W75-05170 

8-10 

2C 

W75-05171 

8-10 

8B 

W 75-05 172 

8-10 

4C 

W75-05173 

8-10 

2B 

W75-05174 

8-10 

6G 

W75-05175 

8-10 

2F 

W75-05176 

8-10 

5A 

W75-05177 

8-10 

5C 

W75-05178 

8-10 

2J 

W75-05178 

8-10 

2J 

W75-05179 

8-10 

3B 

W75-05180 

8-10 

2G 

W75-05181 

8-10 

2G 

W75-05182 

8-10 

4B 

W75-05183 

8-10 

5C 

W75-05184 

8-10 

5A 

W75-05185 

8-10 

5A 

W75-05186 

8-10 

5B 

W75-05187 

8-10 

SB 

W75-05188 

8-10 

2E 

W75-05189 

8-10 

2A 

W75-05190 

8-10 

5A 

W75-05191 

8-10 

5B 

W75-05192 

8-10 

2J 

W75-05193 

8-10 

8B 

W75-05194 

8-10 

8B 

W75-05195 

8-10 

2J 

W75-05196 

8-10 

2J 

W75-05197 

8-10 

2J 

W75-05198 

8-10 

2J 

W75-05199 

8-10 

2J 

W75-05200 

8-10 

4A 

W75-05201 

8-10 

8B 

W75-05202 

8-10 

8B 

W75-05203 

8-10 

8B 

W75-05204 

8-10 

8B 

W75-05205 

8-10 

8B 

W75-05206 

8-10 

8B 

W75-05207 

8-10 

8B 

W75-05208 

8-10 

8B 

W75-05209  8-10  8B 

W75-05210  8-10  8B 

W75-05211  8-10  4D 

W75-05212  8-10  4D 

W75-05213  8-10  8A 

W75-05214  8-10  8B 

W75-05215  8-10  8B 

W75-05216  8-10  8B 

W75-05217  8-10  8B 

W75-05218  8-10  8B 

W75-05219  8-10  8B 

W75-05220  8-10  8B 

W75-05221  8-10  8B 

W75-05222  8-10  2J 

W75-05223  8-10  2J 

W75-05224  8-10  2J 

W75-05225  8-10  2J 

W75-05226  8-10  8B 

W75-05227  8-10  2J 

W75-05228  8-10  2J 

W75-05229  8-10  2J 

W75-05230  8-10  2J 

W75-05231  8-10  2J 

W75-05232  8-10  2J 

W75-05233  8-10  2J 

W75-05234  8-10  8B 

W75-05235  8-10  2J 

W75-05236  8-10  2J 

W75-05237  8-10  8B 

W75-05238  8-10  2J 

W75-05239  8-10  2J 

W75-05240  8-10  8B 

W75-05241  8-10  2J 

W75-05242  8-10  8B 

W75-05243  8-10  8B 

W75-05244  8-10  2J 

W75-05245  8-10  8B 

W75-05246  8-10  2J 

W75-05247  8-10  2J 

W75-05248  8-10  8B 

W75-05249  8-10  8B 

W75-05249  8-10  8B 

W75-05250  8-10  8B 

W75-05251  8-10  8B 

W75-05252  8-10  8B 

W75-05253  8-10  2J 

W75-05254  8-10  8B 

W75-05255  8-10  2J 

W75-05256  8-10  2J 

W75-05257  8-10  2J 

W75-05258  8-10  8B 

W75-05259  8-10  2J 

W75-05260  8-10  3F 

W75-05261  8-10  6B 

W75-05262  8-10  2E 

W75-05263  8-10  4B 

W75-05264  8-10  5D 

W75-05265  8-10  21 

W75-05266  8-10  9D 

W75-05267  8-10  5D 

W75-05268  8-10  5D 

W75-05269  8-10  5D 

W75-05270  8-10  5F 

W75-05271  8-10  2A 

W75-05272  8-10  5C 

W75-05273  8-10  5B 

W75-05274  8-10  5A 

W75-05275  8-10  5A 

W75-05276  8-10  3E 

W75-05277  8-10  5B 

W75-05278  8-10  5A 

W75-05279  8-10  5A 

W75-05280  8-10  5A 

W75-05281  8-10  5A 

W75-05282  8-10  5A 

W75-05283  8-10  5A 

W75-05284  8-10  5A 

W75-05285  8-10  5A 

W75-05286  8-10  5A 


W75-05365 

W75-05287 

8-10 

5A 

W75-05288 

8-10 

5A 

W75-05289 

8-10 

5A 

W75-05290 

8-10 

5C 

W75-05291 

8-10 

5A 

W75-05292 

8-10 

5B 

W75-05293 

8-10 

5B 

W75-05294 

8-10 

5B 

W75-05295 

8-10 

5B 

W75-05296 

8-10 

5B 

W75-05297 

8-10 

5B 

W75-05298 

8-10 

5G 

W75-05299 

8-10 

5G 

W75-05300 

8-10 

5G 

W75-05301 

8-10 

6B 

W75-05302 

8-10 

10A 

W75-05303 

8-10 

10A 

W75-05304 

8-10 

5A 

W75-05305 

8-10 

3F 

W75-05306 

8-10 

5B 

W75-05307 

8-10 

3F 

W75-05308 

8-10 

2J 

W75-05309 

8-10 

6B 

W75-05310 

8-10 

5G 

W75-05311 

8-10 

5G 

W75-05312 

8-10 

5G 

W75-05313 

8-10 

6G 

W75-05314 

8-10 

6G 

W75-05315 

8-10 

6A 

W75-05316 

8-10 

6A 

W75-05317 

8-10 

6A 

W75-05318 

8-10 

6A 

W75-05319 

8-10 

6A 

W75-05320 

8-10 

6A 

W75-05321 

8-10 

6A 

W75-05322 

8-10 

5D 

W75-05323 

8-10 

5B 

W75-05324 

8-10 

5F 

W75-05325 

8-10 

5D 

W75-05326 

8-10 

5D 

W75-05327 

8-10 

5D 

W75-05328 

8-10 

5D 

W75-05329 

8-10 

5D 

W75-05330 

8-10 

5F 

W75-05331 

8-10 

5D 

W75-05332 

8-10 

5D 

W75-05333 

8-10 

5A 

W75-05334 

8-10 

81 

W75-05335 

8-10 

5D 

W75-05336 

8-10 

5C 

W75-05337 

8-10 

5C 

W75-05338 

8-10 

5C 

W75-05339 

8-10 

2F 

W75-05340 

8-10 

5A 

W75-05341 

8-10 

5A 

W75-05342 

8-10 

5C 

W75-05343 

8-10 

5A 

W75-05344 

8-10 

5C 

W75-05345 

8-10 

5C 

W75-05346 

8-10 

5C 

W75-05347 

8-10 

5D 

W75-05348 

8-10 

5D 

W75-05349 

8-10 

2B 

W75-05350 

8-10 

5A 

W75-05351 

8-11 

5D 

W75-05352 

8-11 

3E 

W75-05353 

8-11 

4A 

W75-05354 

8-11 

5C 

W75-05355 

8-11 

5B 

W75-05356 

8-11 

6A 

W75-05357 

8-1 1 

5B 

W75-05358 

8-11 

5B 

W75-05359 

8-11 

6B 

W75-05360 

8-1 1 

5B 

W75-05361 

8-11 

5C 

W75-05362 

8-11 

5A 

W 75 -05363 

8-11 

5A 

W75-05364 

8-11 

5G 

W75-05365 

8-11 

5A 
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W75-05366 

W75-05366 

8-11 

5C 

W75-05367 

8-11 

5C 

W75-05368 

8-1 1 

5D 

W75-05369 

8-11 

5G 

W75-05370 

8-11 

SB 

W75-05371 

8-11 

5D 

W75-05372 

8-11 

81 

W75-05373 

8-11 

SB 

W75-05374 

8-11 

5A 

W75-05375 

8-11 

5A 

W75-05376 

8-11 

SB 

W75-05377 

8-11 

5A 

W75-05378 

8-11 

5A 

W75-05379 

8-11 

5A 

W75-05380 

8-11 

3C 

W75-05381 

8-11 

7B 

W75-05382 

8-11 

SB 

W75-05383 

8-11 

5D 

W75-05384 

8-11 

5G 

W75-05385 

8-1 1 

8H 

W75-05386 

8-11 

SB 

W75-05387 

8-11 

5C 

W75-05388 

8-11 

SB 

W75-05389 

8-11 

SB 

W75-05390 

8-11 

7C 

W75-05391 

8-11 

6G 

W75-05392 

8-11 

5D 

W75-05393 

8-11 

5D 

W75-05394 

8-11 

81 

W75-05395 

8-11 

6G 

W75-05396 

8-11 

5C 

W75-05397 

8-11 

5D 

W75-05398 

8-11 

5A 

W75-05399 

8-11 

5D 

W75-05400 

8-11 

5B 

W75-0540I 

8-11 

5C 

W75-05402 

8-11 

5C 

W75-05403 

8-11 

5B 

W75-05404 

8-11 

5A 

W75-05405 

8-11 

5A 

W75-05406 

8-11 

5C 

W75-05407 

8-11 

6B 

W75-05408 

8-11 

5G 

W75-05409 

8-11 

2K 

W75-054I0 

8-11 

5B 

W75-05411 

8-11 

SB 

W75-05412 

8-11 

5D 

W75-054I3 

8-11 

5B 

W75-05414 

8-11 

5B 

W75-05415 

8-11 

5A 

W75-05416 

8-11 

SB 

W75-05417 

8-11 

SB 

W75-05418 

8-11 

3F 

W75-05419 

8-11 

5C 

W75-05420 

8-11 

5C 

W75-05421 

8-11 

6B 

W75-05422 

8-11 

8A 

W75-05423 

8-11 

8A 

W75-05424 

8-11 

8A 

W75-05425 

8-11 

8A 

W75-05426 

8-11 

5G 

W75-05427 

8-11 

8A 

W75-05428 

8-11 

5G 

W75-05429 

8-11 

5D 

W75-05430 

8-11 

6B 

W75-05431 

8-11 

SB 

W75-05432 

8-11 

7C 

W75-05433 

8-11 

5D 

W75-05434 

8-11 

5B 

W75-05435 

8-11 

5D 

W75-05436 

8-11 

2E 

W75-05437 

8-11 

6E 

W75-05438 

8-11 

5C 

W75-05439 

8-11 

9D 

W75-05440 

8-11 

3C 

W75-05441 

8-11 

5A 

W75-05442 

8-11 

2G 

W75-05443 

8-11 

6E 

W75-05444 

8-11 

3F 

W75-05445 

8-11 

5G 

W 75 -05446 

8-11 

4D 

W75-05447 

8-11 

IB 

W75-05448 

8-11 

2H 

W75-05449 

8-11 

2H 

W75-05450 

8-11 

21 

W75-05451 

8-11 

3C 

W75-05452 

8-11 

3C 

W75-05453 

8-11 

5D 

W75-05454 

8-11 

5G 

W75-05455 

8-11 

6B 

W75-05456 

8-11 

5G 

W75-05457 

8-11 

5B 

W75-05458 

8-11 

2F 

W75-05459 

8-11 

5D 

W75-05460 

8-11 

4B 

W75-05461 

8-11 

5G 

W75-05462 

8-11 

8B 

W75-05463 

8-11 

5B 

W75-05464 

8-11 

4B 

W75-05465 

8-11 

4B 

W75-05466 

8-11 

3F 

W75-05467 

8-11 

9D 

W75-05468 

8-11 

8B 

W75-05469 

8-11 

SB 

W75-05470 

8-11 

2F 

W75-05471 

8-11 

3E 

W75-05472 

8-11 

6C 

W75-05473 

8-11 

6A 

W75-05474 

8-11 

6A 

W75-05475 

8-11 

6A 

W75-05476 

8-11 

6A 

W75-05477 

8-11 

6A 

W75-05478 

8-11 

6A 

W75-05479 

8-11 

6A 

W75-05480 

8-11 

2H 

W75-05481 

8-11 

4A 

W75-05482 

8-11 

5D 

W75-05483 

8-11 

5G 

W75-05484 

8-11 

5D 

W75-05485 

8-11 

5A 

W75-05486 

8-11 

5B 

W75-05487 

8-11 

5A 

W75-05488 

8-11 

5A 

W75-05489 

8-11 

5A 

W75-05490 

8-11 

5C 

W75-05491 

8-11 

5C 

W75-05492 

8-11 

5A 

W75-05493 

8-11 

4D 

W75-05494 

8-11 

5A 

W75-05495 

8-11 

81 

W75-05496 

8-11 

4D 

W75-05497 

8-11 

5B 

W75-05498 

8-11 

2H 

W75-05499 

8-11 

4D 

W75-05500 

8-11 

5C 

W75-05501 

8-11 

4B 

W75-05502 

8-11 

5A 

W75-05503 

8-11 

4B 

W75-05504 

8-11 

5G 

W75-05505 

8-11 

5C 

W75-05506 

8-11 

5C 

W75-05507 

8-11 

5D 

W75-05508 

8-11 

2F 

W 75 -05 509 

8-11 

5B 

W75-05510 

8-11 

6E 

W75-055U 

8-11 

4B 

W75-05512 

8-11 

21 

W75-05513 

8-11 

4B 

W75-05514 

8-11 

2F 

W75-05515 

8-11 

8G 

W75-05516 

8-11 

8A 

W75-05517 

8-11 

2G 

W75-05518 

8-11 

2E 

W75-05519 

8-11 

2F 

W75-05520 

8-11 

5D 

W75-05521 

8-11 

SB 

W75-05522 

8-11 

5G 

W75-05523 

8-11 

5E 

W75-05524 

8-11 

2B 

W75-05603 

8-11 

4D 

W75-05525 

8-11 

2L 

W75-05604 

8-11 

6D 

W75-05526 

8-11 

2E 

W75-05605 

8-11 

5G 

W75-05527 

8-11 

2E 

W75-05606 

8-11 

SB 

W75-05528 

8-11 

5D 

W75-05607 

8-11 

5D 

W75-05529 

8-11 

2A 

W75-05608 

8-11 

5D 

W75-05530 

8-11 

5A 

W75-05609 

8-11 

5C 

W75-05531 

8-11 

2D 

W7S-05610 

8-11 

2F 

W75-05532 

8-11 

2D 

W75-0561 1 

8-11 

8F 

W75-05533 

8-11 

5C 

W75-05612 

8-11 

2F 

W75-05534 

8-11 

SB 

W75-05613 

8-11 

4B 

W75-05535 

8-11 

2F 

W75-05614 

8-11 

2F 

W75-05536 

8-1 1 

6B 

W75-056I5 

8-11 

8G 

W75-05537 

8-11 

5D 

W75-05616 

8-11 

5A 

W75-05538 

8-11 

2D 

W75-05617 

8-11 

4B 

W75-05539 

8-11 

5G 

W75-05618 

8-11 

8G 

W75-05540 

8-11 

5D 

W75-05619 

8-11 

2E 

W75-05541 

8-11 

8G 

W75-05620 

8-11 

2F 

W75-05542 

8-11 

8C 

W75-05621 

8-11 

8C 

W75-05543 

8-11 

5D 

W75-05622 

8-11 

2H 

W75-05544 

8-11 

5D 

W75-05623 

8-11 

2G 

W75-05S45 

8-11 

5A 

W75-05624 

8-11 

2J 

W  75 -05  546 

8-11 

8G 

W75-05625 

8-11 

5B 

W75-05547 

8-11 

21 

W75-05626 

8-11 

SB 

W75-05548 

8-11 

3F 

W75-05627 

8-11 

2F 

W75-05549 

8-11 

5A 

W75-05628 

8-11 

SB 

W75-05550 

8-11 

5G 

W75-05629 

8-11 

2E 

W75-05551 

8-11 

5D 

W75-05630 

8-11 

4A 

W75-05552 

8-11 

5D 

W75-05631 

8-11 

5A 

W75-05553 

8-11 

8C 

W75-05632 

8-11 

SB 

W75-05554 

8-11 

5F 

W75-05633 

8-11 

2F 

W75-05555 

8-11 

5A 

W75-05634 

8-11 

5C 

W75-05556 

8-11 

5D 

W75-05635 

8-11 

5A 

W75-05557 

8-11 

5D 

W75-05636 

8-11 

5C 

W75-05558 

8-11 

5F 

W75-05637 

8-11 

AC 

W75-05559 

8-11 

5D 

W75-05638 

8-11 

2F 

W75-05560 

8-11 

5D 

W75-05639 

8-11 

1C 

W75-05561 

8-11 

5D 

W75-05640 

8-11 

4A 

W75-05562 

8-11 

5D 

W75-05641 

8-11 

4B 

W75-05563 

8-11 

5D 

W75-05642 

8-11 

4B 

W75-05564 

8-11 

5F 

W75-05643 

8-11 

4B 

W75-05565 

8-11 

5D 

W75-05644 

8-11 

2E 

W75-05566 

8-11 

5D 

W75-05645 

8-11 

4A 

W75-05567 

8-11 

5B 

W75-05646 

8-11 

2E 

W75-05568 

8-11 

5B 

W75-05647 

8-11 

2F 

W75-05569 

8-11 

5B 

W 75 -05648 

8-11 

2E 

W75-05570 

8-11 

5B 

W75-05649 

8-11 

2F 

W75-05571 

8-11 

5B 

W75-05650 

8-11 

2L 

W75-05572 

8-11 

5B 

W75-05651 

8-11 

4B 

W75-05573 

8-11 

5B 

W75-05652 

8-11 

2J 

W75-05574 

8-11 

5A 

W75-05653 

8-11 

5A 

W75-05575 

8-11 

5A 

W75-05654 

8-11 

6C 

W75-05576 

8-11 

5A 

W75-05655 

8-11 

4A 

W75-05577 

8-11 

5A 

W75-05656 

8-11 

SB 

W75-05578 

8-11 

5B 

W75-05657 

8-11 

SB 

W75-05579 

8-11 

5A 

W75-05658 

8-11 

SB 

W75-05580 

8-11 

5C 

W75-05659 

8-11 

5A 

W75-05581 

8-11 

5B 

W75-05660 

8-11 

2E 

W75-05582 

8-11 

5B 

W75-05661 

8-11 

5D 

W75-05583 

8-11 

5B 

W75-05662 

8-11 

5B 

W75-05584 

8-11 

5B 

W75 -05663 

8-11 

5B 

W75-05585 

8-11 

5B 

W75-05664 

8-11 

2L 

W75-05586 

8-11 

5B 

W 75-05665 

8-11 

7C 

W75-05587 

8-11 

5B 

W75-05666 

8-11 

2E 

W75-05588 

8-11 

3F 

W75-05667 

8-11 

SB 

W75-05589 

8-11 

5G 

W75-05668 

8-11 

5B 

W75-05590 

8-11 

5D 

W75-05669 

8-11 

SB 

W75-05591 

8-11 

5C 

W75-05670 

8-11 

IOC 

W75-05592 

8-11 

4C 

W75-05671 

8-11 

7C 

W75-05593 

8-11 

4C 

W75-05672 

8-11 

2H 

W75-05594 

8-11 

4D 

W75-05673 

8-11 

2L 

W75-05595 

8-11 

4D 

W75 -05674 

8-11 

7B 

W75-05596 

8-11 

4D 

W75-0S675 

8-11 

2E 

W75-05597 

8-11 

4D 

W75-05676 

8-11 

2H 

W75-05598 

8-11 

5C 

W75-05677 

8-11 

2C 

W75-05599 

8-11 

7B 

W75-05678 

8-11 

2C 

W75-056OO 

8-11 

5C 

W75-05679 

8-11 

7B 

W75-05601 

8-11 

2H 

W75-05680 

8-11 

5A 

W75-05602 

8-11 

SB 

W75-05681 

8-11 

5A 
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W75-05682 

W75-05683 

W75-05684 

W75-05685 

W75-05686 

W75-05687 

W75-05688 

W75-05689 

W75-05690 

W75-05691 

W75-05692 

W75-05693 

W75-05694 

W75-05695 

W75-05696 

W75-05697 

W75-05698 

W75-05699 

W75-05700 

W75-05701 

W75-05702 

W75-05703 

W75-05704 

W75-05705 

W75-05706 

W75-05707 

W75-05708 

W75-05709 

W75-05710 

W75-05711 

W75-05712 

W75-05713 

W75-05714 

W75-05715 

W75-05716 

W75-05717 

W75-05718 

W75-05719 

W75-05720 

W75-05721 

W75-05722 

W75-05723 

W75-05724 

W75-05725 

W75-05726 

W75-05727 

W75-05728 

W75-05729 

W75-05730 

W75-05731 

W75-05732 

W75-05733 

W75-05734 

W75-05735 

W75-05736 

W75-05737 

W75-05738 

W75-05739 

W75-05740 

W75-05741 

W75-05742 

W75-05743 

W75-05744 

W75-05745 

W75-05746 

W75-05747 

W75-05748 

W75-05749 

W75-05750 

W75-0575I 

W75-05752 

W75-05753 

W75-05754 

W75-05755 

W75-05756 

W75-05757 

W75-05758 

W75-05759 

W75-05760 


8-11  5D 

8-11  4C 

8-11  8E 

8-11  21 

8-11  5A 

8-11  2E 

8-11  5D 

8-11  2H 

8-11  5B 

8-11  5C 

8-11  5C 

8-11  5C 

8-11  5G 

8-11  5D 

8-11  5C 

8-11  5C 

8-11  21 

8-11  2L 

8-11  5C 

8-11  2J 

8-11  5A 

8-11  5C 

8-11  2K 

8-11  5C 

8-11  5C 

8-11  5C 

8-11  5C 

8-11  21 

8-11  5B 

8-11  5A 

8-11  6D 

8-11  2J 

8-11  2L 

8-11  2E 

8-11  4D 

8-11  7C 

8-11  2G 

8-11  2H 

8-11  2E 

8-11  7B 

8-11  7B 

8-11  2G 

8-11  5A 

8-11  5C 

8-11  5D 

8-11  5D 

8-11  5C 

8-1 1  5C 

8-11  5C 

8-11  5C 

8-11  5C 

8-11  5C 

8-11  5C 

8-11  5C 

8-11  5C 

8-11  6G 

8-11  5B 

8-11  5C 

8-11  6G 

8-11  5C 

8-11  6G 

8-11  5D 

8-11  5C 

8-11  5C 

8-1 1  5C 

8-11  5C 

8-11  5C 

8-11  5C 

8-11  5D 

8-11  5D 

8-11  5C 

8-11  5D 

8-11  5C 

8-11  5C 

8-11  5A 

8-11  5C 

8-11  3F 

8-11  5C 

8-11  5C 


W75-05761 

W 75-05762 

W75-05763 

W75-05764 

W75-05765 

W75-05766 

W75-05767 

W75-05768 

W75-05769 

W75-05770 

W75-05771 

W75-05772 

W75-05773 

W75-05774 

W75-05775 

W75-05776 

W75-05777 

W75-05778 

W75-05779 

W75-05780 

W75-05781 

W75-05782 

W75-05783 

W75-05784 

W75-05785 

W75-05786 

W75-05787 

W75-05788 

W75-05789 

W75-05790 

W75-05791 

W75-05792 

W75-05793 

W75-05794 

W75-05795 

W75-05796 

W75-05797 

W75-05798 

W75-05799 

W75-05800 

W75-05801 

W75-O5802 

W75-05803 

W75-05804 

W75-05805 

W75-05806 

W75-05807 

W75-05808 

W75-05809 

W75-05810 

W75-05811 

W75-05812 

W75-05813 

W75-05814 

W75-05815 

W75-05816 

W75-05817 

W75-05818 

W75-05819 

W75-05820 

W75-05821 

W75-05822 

W75-05823 

W75-05824 

W75-05825 

W75-05826 

W75-05827 

W75-05828 

W75-05829 

W75-05830 

W75-05831 

W75-05832 

W75-05833 

W75-05834 

W75-05835 

W75-05836 

W75-05837 

W75-05838 

W75-05839 


8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-U 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-U 

8-11 

8-11 

8-11 

8-11 

8-11 

8-11 

8-U 

8-U 

8-U 

8-U 

8-U 

8-U 

8-U 

8-U 

8-U 


5C 

2J 

5D 

4A 

4B 

2A 

10A 

4C 

6B 

6A 

6A 

6E 

6A 

5G 

5D 

4A 

2G 

4A 

2D 

SB 

9D 

81 

2B 

4A 

5B 

5B 

5B 

6E 

5C 

6B 

6B 

5C 

2J 

5C 

5C 

5C 

5C 

5C 

5C 

21 

5C 

5C 

4C 

5D 

5C 

4A 

6G 

5D 

5D 

5B 

5B 

5A 

5D 

5D 

5D 

5G 

8C 

5D 

5D 

5D 

5D 

5A 

5A 

5G 

5G 

5D 

5B 

2J 

2L 

2C 

2D 

6B 

2G 

2C 

4B 

2G 

2H 

5A 

7B 


W75-05840 

8-U 

5A 

W75-05841 

8-U 

2B 

W75-05842 

8-U 

3C 

W75-05843 

8-U 

2G 

W75-05844 

8-U 

2B 

W75-05845 

8-U 

2B 

W75-05846 

8-U 

5G 

W75-05847 

8-U 

2D 

W75-05848 

8-U 

5A 

W75-05849 

8-U 

2G 

W75-05850 

8-U 

2H 

W75-05851 

8-12 

8B 

W75-05852 

8-12 

5D 

W75-05853 

8-12 

2H 

W75-05854 

8-12 

2G 

W75-05855 

8-12 

2B 

W75-05856 

8-12 

6A 

W75-05857 

8-12 

6B 

W75-05858 

8-12 

6B 

W75-05859 

8-12 

6C 

W75-05860 

8-12 

5G 

W75-05861 

8-12 

6B 

W75-05862 

8-12 

6B 

W75-05863 

8-12 

6B 

W75-05864 

8-12 

6B 

W75-05865 

8-12 

6B 

W75-05866 

8-12 

6B 

W75-05867 

8-12 

5F 

W75-05868 

8-12 

5G 

W75-05869 

8-12 

5G 

W75-05870 

8-12 

6B 

W75-05871 

8-12 

9D 

W75-05872 

8-12 

6C 

W75-05873 

8-12 

6B 

W75-05874 

8-12 

6A 

W75-05875 

8-12 

2H 

W75-05876 

8-12 

5D 

W75-05877 

8-12 

5D 

W75-05878 

8-12 

5D 

W75-05879 

8-12 

81 

W75-05880 

8-12 

5D 

W75-05881 

8-12 

5G 

W75-05882 

8-12 

5D 

W75-05883 

8-12 

5D 

W75-05884 

8-12 

2F 

W75-05885 

8-12 

3F 

W75-05886 

8-12 

5G 

W75-05887 

8-12 

3F 

W75-05888 

8-12 

5G 

W75-05889 

8-12 

5G 

W75-05890 

8-12 

5D 

W75-05891 

8-12 

5F 

W75-05892 

8-12 

5D 

W75-05893 

8-12 

5F 

W75-05894 

8-12 

5D 

W75-05895 

8-12 

5D 

W75-05896 

8-12 

8B 

W75-05897 

8-12 

8B 

W75-05898 

8-12 

2J 

W75-05899 

8-12 

5D 

W75-05900 

8-12 

5G 

W75-05901 

8-12 

3F 

W75-05902 

8-12 

3F 

W75-05903 

8-12 

5G 

W75-05904 

8-12 

5D 

W75-05905 

8-12 

5G 

W75-05906 

8-12 

5D 

W75-05907 

8-12 

5D 

W75-05908 

8-12 

5D 

W75-05909 

8-12 

8C 

W75-05910 

8-12 

5G 

W75-059U 

8-12 

5B 

W75-05912 

8-12 

4D 

W75-05913 

8-12 

4D 

W75-05914 

8-12 

5B 

W75-05915 

8-12 

4A 

W75-05916 

8-12 

2J 

W75-05917 

8-12 

4D 

W75-05918 

8-12 

4D 

W75-5997 

W75-05919 

8-12 

2A 

W75-05920 

8-12 

4D 

W75-05921 

8-12 

5G 

W75-05922 

8-12 

5B 

W75-05923 

8-12 

2K 

W75-05924 

8-12 

2G 

W75-05925 

8-12 

4C 

W75-05926 

8-12 

2J 

W75-05927 

8-12 

5A 

W75-05928 

8-12 

5B 

W75-05929 

8-12 

5C 

W75-05930 

8-12 

5A 

W75-05931 

8-12 

5A 

W75-05932 

8-12 

4D 

W75-05933 

8-12 

21 

W75-05934 

8-12 

2A 

W75-05935 

8-12 

4C 

W75-05936 

8-12 

5B 

W75-05937 

8-12 

81 

W75-05938 

8-12 

4D 

W75-05939 

8-12 

4C 

W75-05940 

8-12 

5D 

W75-05941 

8-12 

5D 

W75-05942 

«-12 

5E 

W75-05943 

8-12 

5D 

W75-05944 

8-12 

5D 

W75-05945 

8-12 

7B 

W75-05946 

8-12 

5E 

W75-05947 

8-12 

5D 

W75-05948 

8-12 

5D 

W75-05949 

8-12 

5D 

W75-05950 

8-12 

5D 

W75-05951 

8-12 

5D 

W75-05952 

8-12 

6B 

W75-05953 

8-12 

7A 

W75-05954 

8-12 

2J 

W75-05955 

8-12 

21 

W75-05956 

8-12 

2K 

W75-05957 

8-12 

2A 

W75-05958 

8-12 

2E 

W75-05959 

8-12 

2H 

W75-05960 

8-12 

2E 

W75-05961 

8-12 

2J 

W75-05962 

8-12 

2E 

W75-05963 

8-12 

2D 

W75-05964 

8-12 

2J 

W75-05965 

8-12 

2G 

W75-05966 

8-12 

2A 

W75-05967 

8-12 

21 

W75-05968 

8-12 

21 

W75-05969 

8-12 

2H 

W75-05970 

8-12 

5A 

W75-05971 

8-12 

2C 

W75-05972 

8-12 

5B 

W75-05973 

8-12 

4A 

W75-05974 

8-12 

8B 

W75-05975 

8-12 

5C 

W75-05976 

8-12 

4A 

W75-05977 

8-12 

8B 

W75-05978 

8-12 

2J 

W75-05979 

8-12 

2J 

W75-05980 

8-12 

2A 

W75-05981 

8-12 

4A 

W75-05982 

8-12 

4A 

W75-05983 

8-12 

4A 

W75-05984 

8-12 

4A 

W75-05985 

8-12 

2A 

W75-05986 

8-12 

4A 

W75-05987 

8-12 

2E 

W75-05988 

8-12 

2A 

W75-05989 

8-12 

4A 

W75-05990 

8-12 

4A 

W75-05991 

8-12 

2E 

W75-05992 

8-12 

4A 

W75-05993 

8-12 

2A 

W75-05994 

8-12 

4A 

W75-05995 

8-12 

4A 

W75-05996 

8-12 

4D 

W75-05997 

8-12 

6B 

A-19 
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W75-05998 

W75-05998 

8-12 

4D 

W75-05999 

8-12 

2E 

W75-06000 

8-12 

2E 

W75-06001 

8-12 

4A 

W75-06002 

8-12 

6F 

W75-06003 

8-12 

2E 

W75-06004 

8-12 

4A 

W75-06005 

8-12 

2A 

W75-06006 

8-12 

4A 

W75-06007 

8-12 

4A 

W75-06008 

8-12 

4A 

W75-06009 

8-12 

4A 

W75-06010 

8-12 

2] 

W75-060U 

8-12 

21 

W75-06012 

8-12 

4D 

W75-06013 

8-12 

4D 

W75-06014 

8-12 

2J 

W75-06015 

8-12 

SB 

W75-06016 

8-12 

2H 

W75-06017 

8-12 

5A 

W75-06018 

8-12 

6B 

W75-06019 

8-12 

8B 

W75-06020 

8-12 

5A 

W75-06021, 

8-12 

5B 

W75-06022 

8-12 

5A 

W75-06023 

8-12 

5A 

W75-06024 

8-12 

5A 

W75-06025 

8-12 

5A 

W75-06026 

8-12 

5A 

W75-06027 

8-12 

5A 

W75-06028 

8-12 

5C 

W75-06029 

8-12 

5A 

W75-06030 

8-12 

5A 

W75-06O31 

8-12 

5A 

W75-06032 

8-12 

5A 

W75-06033 

8-12 

5A 

W75-06034 

8-12 

5A 

W75-06035 

8-12 

5A 

W75-06036 

8-12 

5A 

W75-06037 

8-12 

5A 

W75-06038 

8-12 

5A 

W75-06039 

8-12 

5A 

W75-06040 

8-12 

5A 

W75-06041 

8-12 

2B 

W75-06042 

8-12 

7C 

W75-06043 

8-12 

7C 

W75-06044 

8-12 

7C 

W75-06045 

8-12 

7C 

W75-06046 

8-12 

5B 

W75-06047 

8-12 

8A 

W75-06048 

8-12 

4A 

W75-06049 

8-12 

8C 

W75-06050 

8-12 

6B 

W75-06051 

8-12 

8B 

W75-06052 

8-12 

6A 

W75-06053 

8-12 

2H 

W75-06054 

8-12 

8C 

W75-06055 

8-12 

6A 

W75-06056 

8-12 

5C 

W75-06057 

8-12 

8A 

W75-06058 

8-12 

5D 

W75-06059 

8-12 

4A 

W75-06060 

8-12 

4A 

W75-06061 

8-12 

8H 

W75-06062 

8-12 

5G 

W75-06063 

8-12 

4A 

W75-06064 

8-12 

5B 

W75-06065 

8-12 

SB 

W75-06066 

8-12 

6G 

W75-06067 

8-12 

8A 

W75-06068 

8-12 

6B 

W75-06069 

8-12 

8A 

W75-06070 

8-12 

2E 

W75-06071 

8-12 

3D 

W75-06072 

8-12 

4B 

W75-06073 

8-12 

5B 

W75 -06074 

8-12 

5F 

W75-06075 

8-12 

5B 

W75-06076 

8-12 

6F 

W75-06077 

W75-06078 

W75-06079 

W75-06080 

W75-06081 

W75-06082 

W75-06083 

W75-06084 

W75-06O85 

W75-06086 

W75-06087 

W75-06088 

W75-06089 

W 75-06090 

W75-06091 

W 75-06092 

W75-06093 

W75-06094 

W75-06095 

W75-06096 

W75-06097 

W75-06098 

W75-06099 

W75-06100 

W75-06101 

W75-06102 

W75-06103 

W75-06104 

W75-06105 

W75-06106 

W75-06107 

W75-06108 

W75-06109 

W75-06110 

W75-06111 

W75-06U2 

W75-06113 

W75-06114 

W75-06115 

W75-06U6 

W75-06117 

W75-06U8 

W75-06119 

W75-06120 

W75-06121 

W75-06122 

W75-06123 

W75-06124 

W75-06125 

W75-06126 

W75-06127 

W75-06128 

W75-06129 

W75-06130 

W75-06131 

W75-06132 

W75-06133 

W75-06134 

W75-06135 

W75-06136 

W75-06137 

W75-06138 

W75-06139 

W75-06140 

W75-06141 

W75-06142 

W75-06143 

W75-06144 

W 75-06 145 

W75-06146 

W75-06147 

W75-06148 

W75-06149 

W75-06150 

W75-06151 

W75-06152 

W75-06153 

W 75-06 154 

W75-06155 


8-12     5B 
8-12     5G 
8-12     4D 
8-12     5C 
8-12     5B 
8-12     5B 
8-12     2F 
8-12     2H 
8-12     6D 
8-12     5A 
8-12     5D 
8-12     5B 
8-12     3F 
8-12     5C 
8-12     5C 
8-12     2K 
8-12     5A 
8-12     5D 
8-12     3B 
8-12     5D 
8-12     5D 
8-12     2G 
8-12     5G 
8-12     4A 
8-12     6B 
8-12     5D 
8-12     5B 
8-12     6D 
8-12     4B 
8-12     5D 
8-12     4A 
8-12     4A 
8-12     4A 
8-12     4A 
8-12     8G 
8-12     5B 
8-12     2J 
8-12     7C 
8-12     5B 
8-12     5C 
8-12     2L 
8-12     2E 
8-12     2E 
8-12     8B 
8-12     3B 
8-12     2K 
8-12     2A 
8-12     8B 
8-12     2H 
8-12     3B 
8-12     2A 
8-12     5A 
8-12     2L 
8-12     5C 
8-12     2L 
8-12     2E 
8-12     2L 
8-12     2H 
8-12     2C 
8-12     2K 
8-12     2L 
8-12     2F 
8-12     2A 
8-12     2F 
8-12     6E 
8-12     6E 
8-12     6E 
8-12     6E 
8-12     6E 
8-12     6E 
8-12     6E 
8-12     6E 
8-12     6E 
8-12     6E 
8-12     6E 
8-12     5G 
8-12     6E 
8-12     6E 
8-12     6E 


W75-06156 

8-12 

6E 

W75-06157 

8-12 

6E 

W75-06158 

8-12 

6E 

W75-06159 

8-12 

6E 

W75-06160 

8-12 

6E 

W75-06161 

8-12 

4A 

W75-06162 

8-12 

6E 

W75-06163 

8-12 

6E 

W75-06164 

8-12 

5B 

W75-06165 

8-12 

6E 

W75-06166 

8-12 

4B 

W75-06167 

8-12 

4A 

W75-06168 

8-12 

8A 

W75-06169 

8-12 

4A 

W75-06170 

8-12 

4A 

W75-06171 

8-12 

4A 

W75-06172 

8-12 

4A 

W75-06173 

8-12 

4A 

W75-06174 

8-12 

5G 

W75-06175 

8-12 

8A 

W75-06176 

8-12 

5G 

W75-06177 

8-12 

5G 

W75-06178 

8-12 

4A 

W75-06179 

8-12 

8C 

W75-06180 

8-12 

4A 

W75-06181 

8-12 

5D 

W75-06182 

8-12 

4D 

W75-06183 

8-12 

5D 

W75-06184 

8-12 

2L 

W75-06185 

8-12 

2D 

W75-06186 

8-12 

7C 

W75-06187 

8-12 

5B 

W75-06188 

8-12 

5A 

W75-06189 

8-12 

5A 

W75-06190 

8-12 

5C 

W75-06191 

8-12 

5C 

W75-06192 

8-12 

2A 

W75-06193 

8-12 

6B 

W75-06194 

8-12 

2A 

W75-06195 

8-12 

5D 

W75-06196 

8-12 

2A 

W75-06197 

8-12 

7A 

W75-06198 

8-12 

6B 

W75-06199 

8-12 

2H 

W75-06200 

8-12 

5D 

W75-06201 

8-12 

2A 

W75-06202 

8-12 

5B 

W75-06203 

8-12 

5D 

W75-06204 

8-12 

2L 

W75-06205 

8-12 

2J 

W 75-06206 

8-12 

2L 

W 75-06207 

8-12 

2E 

W75-06208 

8-12 

7C 

W75-06209 

8-12 

2L 

W75-06210 

8-12 

5A 

W75-06211 

8-12 

2L 

W75-06212 

8-12 

8B 

W75-06213 

8-12 

2L 

W75-06214 

8-12 

5B 

W75-06215 

8-12 

2D 

W75-06216 

8-12 

5A 

W75-06217 

8-12 

2L 

W 75-062 18 

8-12 

2L 

W75-06219 

8-12 

7C 

W75-06220 

8-12 

7C 

W75-06221 

8-12 

7C 

W75-06222 

8-12 

2L 

W75-06223 

8-12 

2L 

W75-06224 

8-12 

3A 

W75-06225 

8-12 

8B 

W75-06226 

8-12 

2L 

W75-06227 

8-12 

5G 

W75-06228 

8-12 

8D 

W75-06229 

8-12 

2L 

W75-06230 

8-12 

8D 

W75-06231 

8-12 

5B 

W75-06232 

8-12 

8B 

W75-06233 

8-12 

2L 

W75-06234 

8-12 

8F 

W75-06235 

8-12 

2L 

W75-06236 

8-12 

4B 

W75-06237 

8-12 

2L 

W75-06238 

8-12 

5B 

W 75-06239 

8-12 

2J 

W75-06240 

8-12 

2G 

W75-06241 

8-12 

2F 

W75-06242 

8-12 

5B 

W75-06243 

8-12 

2H 

W75-06244 

8-12 

5A 

W75-06245 

8-12 

2L 

W75-06246 

8-12 

2L 

W75-06247 

8-12 

2K 

W75-06248 

8-12 

5A 

W75-06249 

8-12 

5B 

W75-06250 

8-12 

2L 

W 75-06251 

8-12 

5B 

W75-06252 

8-12 

8E 

W75-06253 

8-12 

2C 

W75-06254 

8-12 

2C 

W75-06255 

8-12 

5C 

W75-06256 

8-12 

2J 

W75-06257 

8-12 

2L 

W75-06258 

8-12 

4B 

W75-06259 

8-12 

5A 

W75-06260 

8-12 

2H 

W75-06261 

8-12 

2H 

W75-06262 

8-12 

21 

W75-06263 

8-12 

2C 

W75-06264 

8-12 

5A 

W75-06265 

8-12 

21 

W75-06266 

8-12 

5B 

W75-06267 

8-12 

7B 

W75-06268 

8-12 

7A 

W75-06269 

8-12 

2A 

W75-O6270 

8-12 

4A 

W75-06271 

8-12 

2D 

W75-06272 

8-12 

2C 

W75-06273 

8-12 

4A 

W75-06274 

8-12 

2F 

W75-06275 

8-12 

2C 

W75-06276 

8-12 

5A 

W75-06277 

8-12 

2C 

W75-06278 

8-12 

2B 

W75-06279 

8-12 

2C 

W75-06280 

8-12 

8G 

W75-06281 

8-12 

2J 

W75-06282 

8-12 

4B 

W75-06283 

8-12 

8B 

W75-06284 

8-12 

2F 

W75-06285 

8-12 

2L 

W75-06286 

8-12 

2A 

W75-06287 

8-12 

2F 

W75-06288 

8-12 

2G 

W75-06289 

8-12 

2G 

W75-06290 

8-12 

2D 

W75-06291 

8-12 

2B 

W75-06292 

8-12 

2A 

W75-06293 

8-12 

2B 

W75-06294 

8-12 

2G 

W75-06295 

8-12 

2F 

W75-06296 

8-12 

4B 

W75-06297 

8-12 

5D 

W75-06298 

8-12 

5C 

W75-06299 

8-12 

6A 

W75-06300 

8-12 

SD 

W75-06301 

8-12 

5A 

W75-06302 

8-12 

5A 

W75-O6303 

8-12 

5B 

W75-06304 

8-12 

5A 

W75-06305 

8-12 

5A 

W75-06306 

8-12 

5A 

W75-06307 

8-12 

5A 

W75-O6308 

8-12 

5A 

W75-06309 

8-12 

5A 

W75-O6310 

8-12 

5A 

W75-06311 

8-12 

5A 

W75-06312 

8-12 

5A 

W75-06313 

8-12 

5D 

A-20 
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W75-06629 


W75-063I4 

W75-06315 

W75-06316 

W75-06317 

W75-06318 

W75-06319 

W75-06320 

W75-06321 

W75-06322 

W75-06323 

W75-06324 

W75-06325 

W75-06326 

W75-06327 

W75-06328 

W75-06329 

W75-06330 

W75-06331 

W75-06332 

W75-06333 

W75-06334 

W75-06335 

W75-06336 

W75-06337 

W75-06338 

W75-06339 

W75-06340 

W75-06341 

W75-06342 

W75-06343 

W75-06344 

W75-06345 

W75-06346 

W75-06347 

W75-06348 

W75-06349 

W75-06350 

W75-06351 

W75-06352 

W75-06353 

W75-06354 

W75-06355 

W75-06356 

W75-06357 

W75-06358 

W75-06359 

W75-06360 

W75-06361 

W75-06362 

W75-06363 

W75-06364 

W75-06365 

W75-06366 

W75-06367 

W75-06368 

W75-06369 

W75-06370 

W75-06371 

W75-06372 

W75-06373 

W7S-06374 

W75-06375 

W75-06376 

W75-06377 

W75-06378 

W75-06379 

W75-O6380 

W75-0638I 

W75-06382 

W75-06383 

W75-06384 

W75-06385 

W75-06386 

W75-06387 

W75-06388 

W75-06389 

W75-06390 

W75-06391 

W75-06392 


8-12     5B 
8-12     5B 
8-12     7B 
8-12     21 
8-12     5C 
8-12     5C 
8-12     5D 
8-12     5B 
8-12     5G 
8-12     5B 
8-12     5G 
8-12     SB 
8-12     5A 
8-12     SB 
8-12     6A 
8-12     SB 
8-12     4D 
8-12     4D 
8-12     4D 
8-12     SB 
8-12     5B 
8-12     5B 
8-12     2D 
8-12     4D 
8-12     5A 
8-12     5G 
8-12     5C 
8-12     5D 
8-12     5A 
8-12     5C 
8-12     5D 
8-12     5B 
8-12     5D 
8-12     5D 
8-12     3F 
8-12     6G 
8-12     81 
8-13     5B 
8-13     5A 
8-13     5C 
8-13     5C 
8-13     SB 
8-13     5B 
8-13     9D 
8-13     3F 
8-13     4A 
8-13     21 
8-13     5D 
8-13     5B 
8-13     3F 
8-13     5C 
8-13     5D 
8-13     3C 
8-13     3C 
8-13     3C 
8-13     5G 
8-13     3C 
8-13     5G 
8-13     3C 
8-13     3C 
8-13     3C 
8-13     5G 
8-13      5C 
8-13     5C 
8-13      5B 
8-13     5C 
8-13     5C 
8-13     5C 
8-13     5C 
8-13     5C 
8-13     5C 
8-13     5C 
8-13     5C 
8-13     5C 
8-13     5C 
8-13     5C 
8-13     5C 
8-13     5C 
8-13     5C 


W75-06393 

W75-06394 

W75-06395 

W75-06396 

W75-06397 

W75-06398 

W75-06399 

W75-06400 

W75-06401 

W75-06402 

W75-06403 

W75-06404 

W75-06405 

W75-06406 

W 75-06407 

W75-06408 

W75-06409 

W75-06410 

W75-06411 

W75-06412 

W75-06413 

W75-06414 

W75-06415 

W75-06416 

W75-06417 

W75-06418 

W75-06419 

W75-06420 

W75-06421 

W75-06422 

W75-06423 

W75-06424 

W 75-06425 

W75-06426 

W75-06427 

W75-06428 

W75-06429 

W75-06430 

W75-06431 

W75-06432 

W75-06433 

W75-06434 

W75-06435 

W75-06436 

W75-06437 

W75-06438 

W75-06439 

W75-06440 

W75-06441 

W75-06442 

W75-06443 

W75-06444 

W75-06445 

W75-06446 

W75-06447 

W75-06448 

W75-06449 

W75-06450 

W75-06451 

W75-06452 

W75-06453 

W75-06454 

W75-06455 

W75-06456 

W75-06457 

W75-06458 

W75-06459 

W75-06460 

W75-06461 

W75-06462 

W75-06463 

W75-06464 

W75-06465 

W75-06466 

W75-06467 

W75-06468 

W75-06469 

W75-06470 

W75-06471 


8-13     5C 
8-13     5C 
8-13     2L 
8-13     5C 
8-13     6G 
8-13     6G 
8-13     7B 
8-13     5G 
8-13     3F 
8-13     5D 
8-13     5  A 
8-13     6E 
8-13     5D 
8-13     2H 
8-13     5B 
8-13     5A 
8-13     5A 
8-13     5A 
8-13     5A 
8-13     5A 
8-13     5B 
8-13     5A 
8-13     5B 
8-13     81 
8-13     5B 
8-13     5G 
8-13     5A 
8-13     5A 
8-13     5A 
8-13     5A 
8-13     5A 
8-13     5A 
8-13     5A 
8-13     5A 
8-13     5A 
8-13     3F 
8-13     6B 
8-13     6B 
8-13     5G 
8-13     5C 
8-13     4A 
8-13     2F 
8-13     2G 
8-13     2G 
8-13     2G 
8-13     2G 
8-13     2G 
8-13     2G 
8-13     2G 
8-13     2H 
8-13     5A 
8-13     2K 
8-13     2L 
8-13     4B 
8-13     2G 
8-13     2H 
8-13     2F 
8-13     5B 
8-13     5D 
8-13     5B 
8-13     2E 
8-13     2E 
8-13     5A 
8-13     2E 
8-13     2L 
8-13     2L 
8-13     2A 
8-13     2L 
8-13     5D 
8-13     6B 
8-13     4B 
8-13     3B 
8-13     81 
8-13     3C 
8-13     6G 
8-13     8A 
8-13     2G 
8-13     4C 
8-13     5D 


W75-06472 

W75-06473 

W75-06474 

W75-06475 

W75-06476 

W75-06477 

W75-06478 

W75-06479 

W75-06480 

W75-06481 

W75-06482 

W75-06483 

W75-06484 

W75-06485 

W75-06486 

W75-06487 

W75-06488 

W75-06489 

W 75-06490 

W75-06491 

W75-06492 

W75-06493 

W75-06494 

W75-06495 

W75-06496 

W75-06497 

W75-06498 

W 75-06499 

W75-06500 

W75-06501 

W75-06502 

W75-06503 

W75-06504 

W75-06505 

W 75-065 06 

W75-06507 

W75-06508 

W75-06509 

W75-06510 

W75-065U 

W75-06512 

W75-06513 

W75-06514 

W75-06515 

W75-06516 

W75-06517 

W75-06518 

W75-06519 

W75-06520 

W75-06521 

W75-06522 

W75-06523 

W75-06524 

W75-06525 

W75-06526 

W75-06527 

W75-06528 

W75-06529 

W75-06530 

W75-06531 

W75-06532 

W75-06533 

W75-06534 

W75-06535 

W75-06536 

W75-06537 

W75-06538 

W75-06539 

W75-06540 

W75-06541 

W75-06542 

W75-06543 

W75-06544     ! 

W75-06545     ! 

W75-06546     i 

W75-06547     ! 

W75-06548     ! 

W75-06549     I 

W75-06550 


8-13     2A 
8-13     6D 
8-13     5B 
8-13     4A 
8-13     2B 
8-13     5D 
8-13     5A 
8-13     3A 
8-13     21 
8-13     7C 
8-13     7C 
8-13     IOC 
8-13     7C 
8-13     8H 
8-13     5E 
8-13     5G 
8-13     7C 
8-13     8A 
8-13     8A 
8-13     8F 
8-13     8B 
8-13     2L 
8-13     2F 
8-13     2A 
8-13     5A 
8-13     5A 
8-13     21 
8-13     2B 
8-13     2B 
8-13     7B 
8-13     7C 
8-13     7C 
8-13     2B 
8-13     7C 
8-13     5A 
8-13     3B 
8-13     2B 
8-13     2C 
8-13     2B 
8-13     2B 
8-13     2B 
8-13     2B 
8-13     2B 
8-13     2B 
8-13     4A 
8-13     5A 
8-13     5C 
8-13     6E 
8-13     6F 
8-13     5A 
8-13     2B 
8-13     2K 
8-13     6B 
3-13     6B 
3-13     5D 
3-13     4B 
3-13     4B 
3-13     4B 
i-13     2B 
i-13     8B 
i-13     8B 
i-13     2J 
i-13     2E 
1-13     2B 
i-13     3B 
1-13     4B 
1-13     5A 
!-13     2E 
:-13     2F 
1-13     5B 


8-13  8B 

8-13  2J 

8-13  2E 

8-13  2A 

8-13  2E 

8-13  2F 

8-13  2G 

8-13  4B 

8-13  4B 


W75-0655I 

W75-06552 

W75-06553 

W75-06554 

W75-06555 

W75-06556 

W75-06557 

W75-06558 

W75-06559 

W75-06560 

W75-06561 

W75-06562 

W75-06563 

W75-06564 

W75-06565 

W75-06566 

W75-06567 

W75-06568 

W75-06569 

W75-06570 

W75-06571 

W75-06572 

W75-06573 

W75-06574 

W75-06575 

W75-06576 

W75-06577 

W75-06578 

W75-06579 

W75-06580 

W75-0658I 

W75-06582 

W75-06583 

W75-06584 

W75-06585 

W75-06586 

W75-06587 

W75-06588 

W75-06589 

W75-06590 

W75-06591 

W75-06592 

W75-06593 

W75-06594 

W75-06595 

W75-06596 

W75-06597 

W75-06598 

W75-06599 

W75-06600 

W75-06601 

W75-06602 

W75-06603 

W75-06604 

W75-06605 

W75-06606 

W75-06607     8 

W75-06608     8 

W75-06609     8 

W75-06610     8 

W75-06611      8 

W75-06612     8 

W75-06613     8 

W75-06614     8 

W75-06615     8 

W75-06616     8 

W75-06617     8 

W75-06618     8 

W75-06619      8 

W75-06620     8 

W75-06621     8 

W75-06622     8 

W75-06623     8 

W75-06624     8 

W75-06625     8 

W75-06626     8 

W75-06627     8 

W75-06628     8 

W75-06629     8 


8-13     2L 
8-13     5B 

8-13  6D 
8-13     5A 

8-13  6G 

8-13  4A 

8-13  5G 

8-13  5G 

8-13  5D 

8-13  21 

8-13  21 

8-13  4A 

8-13  5D 

8-13  5B 

8-13  4A 

8-13  5G 

8-13  3A 

8-13  3A 

8-13  4A 

8-13  4B 

8-13  5G 

8-13  2H 

8-13  6B 

8-13  6G 

8-13  6E 

8-13  5G 

8-13  6E 

8-13  6E 

8-13  5G 

8-13  6E 

8-13  6E 

8-13  6E 

8-13  6E 

8-13  5G 

8-13  5G 

8-13  3B 

8-13  6D 

8-13  4D 

8-13  5B 

8-13  5G 

8-13  4A 

8-13  4A 

8-13  5G 

8-13  6D 

8-13  6E 

8-13  6E 

8-13  6E 

8-13  6E 


5G 
5G 


-13  5G 

-13  5G 

-13  6E 

-13  6E 

-13  6E 

-13  6E 

-13  6E 

-13  6E 

13  6E 

13  6E 

-13  6E 

13  6E 

13  6E 

13  5G 

13  5G 

-13  8A 

13  5G 

-13  6E 

13  5G 

-13  6E 


5C 
5B 


-13  5B 

13  5C 

13  5C 

13  5C 

13  5C 

13  5C 

13  5C 


A-21 
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W75-06630 

W75-06630 

8-13 

5A 

W75-06631 

8-13 

5A 

W75-06632 

8-13 

5A 

W75-06633 

8-13 

5A 

W75-06634 

8-13 

5A 

W75-06635 

8-13 

5A 

W75-06636 

8-13 

5B 

W75-06637 

8-13 

5C 

W75-06638 

8-13 

5D 

W75-06639 

8-13 

5D 

W75-06640 

8-13 

6E 

W75-06641 

8-13 

6B 

W75-06642 

8-13 

5C 

W75-06643 

8-13 

6B 

W75-06644 

8-13 

5B 

W75-06645 

8-13 

6B 

W75-06646 

8-13 

9D 

W75-06647 

8-13 

6E 

W75-06648 

8-13 

2A 

W75-06649 

8-13 

5B 

W75-06650 

8-13 

5B 

W75-06651 

8-13 

21 

W75-06652 

8-13 

21 

W75-06653 

8-13 

5C 

W75-06654 

8-13 

5A 

W75-06655 

8-13 

6B 

W75-06656 

8-13 

8G 

W75-06657 

8-13 

2B 

W75-06658 

8-13 

5A 

W75-06659 

8-13 

3C 

W75-06660 

8-13 

5F 

W75-06661 

8-13 

5F 

W75-06662 

8-13 

5B 

W75-06663 

8-13 

5F 

W75-06664 

8-13 

8B 

W75-06665 

8-13 

5D 

W75-06666 

8-13 

5D 

W75-06667 

8-13 

5D 

W75-06668 

8-13 

5D 

W75-06669 

8-13 

5D 

W75-06670 

8-13 

2C 

W75-06671 

8-13 

3C 

W75-06672 

8-13 

5D 

W75-06673 

8-13 

6A 

W75-06674 

8-13 

5E 

W75-06675 

8-13 

8A 

W75-06676 

8-13 

6B 

W75-06677 

8-13 

2E 

W75-06678 

8-13 

2E 

W75-06679 

8-13 

2E 

W75-06680 

8-13 

5G 

W75-06681 

8-13 

SB 

W75-06682 

8-13 

5D 

W75-06683 

8-13 

5G 

W75-06684 

8-13 

5D 

W75-06685 

8-13 

5F 

W75-06686 

8-13 

3A 

W75-06687 

8-13 

5G 

W75-06688 

8-13 

81 

W75-06689 

8-13 

4A 

W75-06690 

8-13 

5D 

W75-06691 

8-13 

5D 

W75-06692 

8-13 

5G 

W75-06693 

8-13 

5D 

W75-06694 

8-13 

5D 

W75-06695 

8-13 

5G 

W75-06696 

8-13 

5G 

W75-06697 

8-13 

3F 

W75-06698 

8-13 

5C 

W75-06699 

8-13 

2K 

W75-0670O 

8-13 

5C 

W75-06701 

8-13 

5B 

W75-06702 

8-13 

5C 

W75-06703 

8-13 

2K 

W75-06704 

8-13 

4A 

W75-06705 

8-13 

5C 

W75-06706 

8-13 

5A 

W75-06707 

8-13 

7B 

W75-06708 

8-13 

5C 

W75-06709 

8-13 

21 

W75-06710 

8-13 

81 

W75-06711 

8-13 

2K 

W75-06712 

8-13 

5C 

W75-06713 

8-13 

7B 

W75-06714 

8-13 

21 

W75-06715 

8-13 

2H 

W75-06716 

8-13 

5B 

W75-06717 

8-13 

5B 

W75-06718 

8-13 

5A 

W75-06719 

8-13 

5C 

W75-06720 

8-13 

5A 

W75-06721 

8-13 

5A 

W75-06722 

8-13 

6G 

W75-06723 

8-13 

2H 

W75-06724 

8-13 

21 

W75-06725 

8-13 

5B 

W75-06726 

8-13 

3F 

W75-06727 

8-13 

3F 

W75-06728 

8-13 

2D 

W75-06729 

8-13 

2D 

W75-06730 

8-13 

3F 

W75-06731 

8-13 

7C 

W75-06732 

8-13 

2C 

W75-06733 

8-13 

2C 

W75-06734 

8-13 

5D 

W75-06735 

8-13 

5D 

W75-06736 

8-13 

5G 

W75-06737 

8-13 

4B 

W75-06738 

8-13 

2H 

W75-06739 

8-13 

2B 

W75-06740 

8-13 

2C 

W75-06741 

8-13 

2C 

W75-06742 

8-13 

5B 

W75-06743 

8-13 

7B 

W75-06744 

8-13 

5A 

W75-06745 

8-13 

2E 

W75-06746 

8-13 

2H 

W75-06747 

8-13 

2K 

W75-06748 

8-13 

2H 

W75-06749 

8-13 

4A 

W75-06750 

8-13 

5E 

W75-06751 

8-13 

5E 

W75-06752 

8-13 

6B 

W75-06753 

8-13 

4B 

W75-06754 

8-13 

4A 

W75-06755 

8-13 

5B 

W75-06756 

8-13 

7C 

W75-06757 

8-13 

4A 

W75-06758 

8-13 

6B 

W75-06759 

8-13 

5G 

W75-06760 

8-13 

5D 

W75-06761 

8-13 

4B 

W75-06762 

8-13 

5D 

W75-06763 

8-13 

5D 

W75-06764 

8-13 

6F 

W75-06765 

8-13 

4D 

W75-06766 

8-13 

4D 

W75-06767 

8-13 

4A 

W75-06768 

8-13 

4A 

W75-06769 

8-13 

4A 

W75-06770 

8-13 

4A 

W 75-06771 

8-13 

4A 

W75-06772 

8-13 

4A 

W75-06773 

8-13 

4A 

W75-06774 

8-13 

5G 

W75-06775 

8-13 

7B 

W75-06776 

8-13 

5G 

W 75-06777 

8-13 

5B 

W75-06778 

8-13 

5C 

W75-06779 

8-13 

4A 

W75-06780 

8-13 

5G 

W75-06781 

8-13 

2E 

W75-06782 

8-13 

5D 

W75-06783 

8-13 

5D 

W75-06784 

8-13 

5D 

W75-06785 

8-13 

5D 

W75-06786 

8-13 

6E 

W75-06787 

8-13 

4A 

W75-06788 

8-13 

6E 

W75-06867 

8-14 

5C 

W75-06789 

8-13 

5B 

W75-06868 

8-14 

5D 

W75-06790 

8-13 

6F 

W75-06869 

8-14 

5D 

W75-06791 

8-13 

5G 

W75-06870 

8-14 

5A 

W75-06792 

8-13 

4A 

W75-06871 

8-14 

5D 

W75-06793 

8-13 

4A 

W75-06872 

8-14 

5D 

W75-06794 

8-13 

5A 

W75-06873 

8-14 

5B 

W75-06795 

8-13 

5A 

W75-06874 

8-14 

5A 

W75-06796 

8-13 

5A 

W75-06875 

8-14 

5D 

W75-06797 

8-13 

5A 

W75-06876 

8-14 

5D 

W75-06798 

8-13 

5A 

W75-06877 

8-14 

5D 

W75-06799 

8-13 

5A 

W75-06878 

8-14 

5D 

W75-06800 

8-13 

5A 

W75-06879 

8-14 

5D 

W75-06801 

8-13 

5A 

W75-06880 

8-14 

5D 

W75-06802 

8-13 

5A 

W75-06881 

8-14 

5C 

W75-06803 

8-13 

5A 

W75-06882 

8-14 

5C 

W75-06804 

8-13 

5A 

W75-06883 

8-14 

5C 

W75-06805 

8-13 

5A 

W75-06884 

8-14 

5A 

W75-06806 

8-13 

5A 

W75-06885 

8-14 

5D 

W75-06807 

8-13 

5A 

W75-06886 

8-14 

5D 

W75-06808 

8-13 

4B 

W75-06887 

8-14 

5D 

W75-06809 

8-13 

4B 

W75-06888 

8-14 

5D 

W75-06810 

8-13 

2F 

W75-06889 

8-14 

5F 

W75-06811 

8-13 

2K 

W75-06890 

8-14 

5A 

W75-06812 

8-13 

5D 

W75-06891 

8-14 

5D 

W75-06813 

8-13 

5D 

W75-06892 

8-14 

5D 

W75-06814 

8-13 

5D 

W75-06893 

8-14 

5D 

W75-06815 

8-13 

5F 

W75-06894 

8-14 

2D 

W75-06816 

8-13 

8C 

W75-06895 

8-14 

5D 

W75-06817 

8-13 

2F 

W75-06896 

8-14 

6B 

W75-06818 

8-13 

5A 

W75-06897 

8-14 

5A 

W75-06819 

8-13 

5A 

W75-06898 

8-14 

5B 

W75-06820 

8-13 

5A 

W75-06899 

8-14 

3F 

W75-06821 

8-13 

5A 

W75-O69O0 

8-14 

5B 

W75-06822 

8-13 

5A 

W75-06901 

8-14 

5B 

W75-06823 

8-13 

5A 

W75-06902 

8-14 

5A 

W75-06824 

8-13 

5A 

W75-06903 

8-14 

5A 

W75-06825 

8-13 

5A 

W75-06904 

8-14 

5A 

W75-06826 

8-13 

5A 

W75-06905 

8-14 

5G 

W75-06827 

8-13 

5G 

W75-06906 

8-14 

5C 

W75-06828 

8-13 

5G 

W75-06907 

8-14 

5C 

W75-06829 

8-13 

5C 

W75-06908 

8-14 

5C 

W75-06830 

8-13 

5G 

W75-06909 

8-14 

5C 

W75-06831 

8-13 

5B 

W75-06910 

8-14 

5C 

W75-06832 

8-13 

5D 

W75-06911 

8-14 

5C 

W75-06833 

8-13 

5A 

W75-06912 

8-14 

5C 

W75-06834 

8-13 

5G 

W75-06913 

8-14 

5C 

W75-06835 

8-13 

5D 

W75-06914 

8-14 

5C 

W75-06836 

8-13 

21 

W75-06915 

8-14 

5C 

W75-06837 

8-13 

5B 

W75-06916 

8-14 

5C 

W75-06838 

8-13 

21 

W75-06917 

8-14 

5C 

W75-06839 

8-13 

5C 

W75-06918 

8-14 

5C 

W75-06840 

8-13 

2L 

W75-06919 

8-14 

5A 

W75-06841 

8-13 

3F 

W75-06920 

8-14 

5A 

W75-06842 

8-13 

21 

W75-06921 

8-14 

5A 

W75-06843 

8-13 

2G 

W75-06922 

8-14 

5A 

W75-06844 

8-13 

5C 

W75-06923 

8-14 

5A 

W75-06845 

8-13 

21 

W75-06924 

8-14 

5  A 

W75-06846 

8-13 

2H 

W75-06925 

8-14 

5C 

W75-06847 

8-13 

21 

W75-06926 

8-14 

5C 

W75-06848 

8-13 

2L 

W75-06927 

8-14 

5C 

W75-06849 

8-13 

21 

W75-06928 

8-14 

5C 

W75-06850 

8-13 

81 

W75-06929 

8-14 

5C 

W75-06851 

8-14 

3D 

W75-06930 

8-14 

5C 

W75-06852 

8-14 

5D 

W75-06931 

8-14 

5D 

W75-06853 

8-14 

4C 

W75-06932 

8-14 

5D 

W75-06854 

8-14 

6B 

W75-06933 

8-14 

5D 

W75-06855 

8-14 

6B 

W75-06934 

8-14 

7C 

W75-06856 

8-14 

6B 

W75-06935 

8-14 

6D 

W75-06857 

8-14 

6B 

W75-06936 

8-14 

7C 

W75-06858 

8-14 

6B 

W75-06937 

8-14 

2H 

W75-06859 

8-14 

6B 

W75-06938 

8-14 

6G 

W75-06860 

8-14 

6B 

W75-06939 

8-14 

6E 

W75-06861 

8-14 

5D 

W75-06940 

8-14 

6A 

W75-06862 

8-14 

5D 

W75-06941 

8-14 

5D 

W75-06863 

8-14 

5D 

W75-06942 

8-14 

3F 

W75-06864 

8-14 

5D 

W75-06943 

8-14 

3F 

W75-06865 

8-14 

5A 

W75-06944 

8-14 

3E 

W75-06866 

8-14 

5D 

W75-06945 

8-14 

4A 
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W75-07261 


W75-06946 

W75-06947 

W75-06948 

W75-06949 

W75-06950 

W75-06951 

W75-06952 

W75-06953 

W75-06954 

W75-06955 

W75-06956 

W75-06957 

W75-06958 

W75-06959 

W75-06960 

W75-06961 

W75-06962 

W75-06963 

W75-06964 

W75-06965 

W75-06966 

W75-06967 

W75-06968 

W75-06969 

W75-06970 

W75-06971 

W75-06972 

W75-06973 

W75-06974 

W75-06975 

W75-06976 

W75-06977 

W75-06978 

W75-06979 

W75-06980 

W75-06981 

W75-06982 

W75-06983 

W75-06984 

W75-06985 

W75-06986 

W75-06987 

W75-06988 

W75-06989 

W75-06990 

W75-06991 

W75-06992 

W75-06993 

W75-06994 

W75-06995 

W75-06996 

W75-06997 

W75-06998 

W75-06999 

W75-07000 

W75-07001 

W75-07002 

W75-07O03 

W75-07004 

W75-07005 

W75-07006 

W75-07007 

W75-07008 

W75-07009 

W75-07010 

W75-0701 1 

W75-07012 

W75-070I3 

W75-07014 

W75-07015 

W75-07016 

W75-07017 

W75-07018 

W75-070I9 

W75-07020 

W75-07021 

W75-07022 

W75-O7023 

W75-07024 


8-14     SB 
8-14     5D 
8-14     6A 
8-14     6A 
8-14     5B 
8-14     4A 
8-14     6B 
8-14     4A 
8-14     5D 
8-14     5D 
8-14     5D 
8-14     5D 
8-14     6D 
8-14     6A 
8-14     2F 
8-14     2L 
8-14     6E 
8-14     6E 
8-14     6E 
8-14     6E 
8-14     6E 
8-14     6E 
8-14     5G 
8-14     5G 
8-14     5G 
8-14     5G 
8-14     6G 
8-14     5G 
8-14     6E 
8-14     5B 
8-14     3F 
8-14     6E 
8-14     6D 
8-14     6D 
8-14     6F 
8-14     5A 
8-14     2G 
8-14     2J 
8-14     5D 
8-14     5C 
8-14     4B 
8-14     5B 
8-14     5D 
8-14     5C 
8-14     5D 
8-14     3F 
8-14     5C 
8-14     4B 
8-14     2K 
8-14     6E 
8-14     2J 
5-14     2K 
3-14     2E 
i-14     2J 
i-14     2J 
J-14     2L 
J-14     2L 
J-14     8B 
J-14     2A 
J-14     2E 
i-14     2E 
J-14     2L 
i-14     2E 
1-14     2E 
1-14     2E 
1-14     2E 
1-14     2E 
i-14     2L 
1-14     2L 
1-14     8B 
1-14     2E 
1-14     2E 
i-14     2E 
i-14      4A 
i-14     2E 
-14     2E 
-14     3C 
-14     2E 
-14     2E 


W75-07025 

W75-07026 

W75-07027 

W75-07028 

W75-07029 

W75-07030 

W75-07031 

W75-07032 

W75-07033 

W75-07034 

W75-07035 

W75-07036 

W75-07037 

W75-07038 

W75-07039 

W 75-07040 

W75-07041 

W75-07042 

W75-07043 

W75-07044 

W75-07045 

W75-07046 

W75-07047 

W75-07048 

W75-07049 

W75-07O50 

W75-07051 

W75-07052 

W75-07053 

W75-07054 

W75-07055 

W75-07056 

W75-07057 

W75-07058 

W75-07059 

W75-07060 

W75-07061 

W75-07062 

W75-07063 

W75-07064 

W75-07065 

W75-07066 

W75-07067 

W75-07068 

W75-07069 

W75-07070 

W75-07071 

W75-07072 

W75-07073 

W75-07074 

W75-07075 

W75-07076 

W75-07077 

W75-07078 

W75-07079 

W75-07080 

W75-07081 

W75-07082 

W75-07083 

W75-07084 

W75-07085 

W75-07086 

W75-07087 

W75-07088 

W75-07089 

W75-07090 

W75-07091 

W75-07092 

W75-07093 

W75-07094 

W75-07095 

W75-07096 

W 75-07097 

W75-07098 

W75-07099 

W75-07100 

W75-07101 

W75-07102 

W75-07103 


8-14     2L 
8-14     2L 
8-14     2E 
8-14     2E 
8-14     8B 
8-14     2L 
8-14     5B 
8-14     5B 
8-14     2L 
8-14     2L 
8-14     2L 
8-14     2L 
8-14     2E 
8-14     2J 
8-14     2J 
8-14     2A 
8-14     8E 
8-14     5B 
8-14     7B 
8-14     4B 
8-14     3A 
8-14     8D 
8-14     6G 
8-14     7C 
8-14     2B 
8-14     2B 
8-14     2B 
8-14     2D 
8-14     2D 
8-14     2A 
8-14     2C 
8-14     2B 
8-14     5B 
8-14     5B 
8-14     2C 
8-14     2K 
8-14     2B 
8-14     2G 
8-14     5A 
8-14     5B 
8-14     5A 
8-14     2H 
8-14     6B 
8-14     2H 
8-14     2L 
8-14     2L 
8-14     2L 
8-14     2L 
8-14     2J 
8-14     2G 
8-14     2L 
8-14     7C 
8-14     2B 
8-14     3B 
8-14     2B 
8-14     2D 
8-14     2B 
8-14     2B 
8-14     5D 
8-14     4B 
8-14     5D 
8-14     6B 
8-14     4A 
8-14     4A 
8-14     6D 
8-14     6D 
8-14     6D 
8-14     6E 
3-14     6D 
3-14     6D 
S-14     5B 
J-14     6D 
J-14     6B 
J-14     5D 
J-14     6D 
J-14     5B 
J-14     2A 
S-14     5B 
i-14     2H 


W75-07104 

W75-07105 

W75-07106 

W75-07107 

W75-07108 

W75-07109 

W75-07110 

W75-07111 

W75-07112 

W75-07113 

W 75-071 14 

W75-07115 

W75-07116 

W75-07117 

W75-07118 

W75-07119 

W75-07120 

W75-07121 

W75-07122 

W75-07123 

W75-07124 

W75-07125 

W75-07126 

W75-07127 

W75-07128 

W75-07129 

W75-07130 

W75-07131 

W75-07132 

W75-07133 

W75-07134 

W75-07135 

W75-07136 

W75-07137 

W75-07138 

W75-07139 

W75-07140 

W75-07141 

W75-07142 

W75-07143 

W75-07144 

W75-07145 

W75-07146 

W75-07147 

W75-07148 

W75-07149 

W75-07150 

W75-07151 

W75-07152 

W75-07153 

W75-07154 

W75-07155 

W75-07156 

W75-07157 

W75-07158 

W75-07159 

W75-07160 

W75-07161 

W75-07162 

W75-07163 

W75-07164 

W75-07165 

W75-07166 

W75-07167 

W75-07168 

W75-07169 

W75-07170 

W75-07171 

W75-07172 

W75-07173 

W75-07174 

W75-07175 

W75-07176 

W75-07177 

W75-07178 

W75-07179 

W75-07180 

W75-07181 

W75-07182 


8-14     6B 
8-14     5B 
8-14     5D 
8-14     5D 
8-14     5D 
8-14     5D 
8-14     5D 
8-14     5D 
8-14     5F 
8-14     5D 
8-14     5C 
8-14     8C 
8-14     5C 
8-14     5D 
8-14     5D 
8-14     5D 
8-14     8A 
8-14     5C 
8-14     5D 
8-14     5D 
8-14     5C 
8-14     8G 
8-14     8G 
8-14     6G 
8-14     6G 
8-14     3C 
8-14     5D 
8-14     4B 
8-14     5G 
8-14     5G 
8-14     6D 
8-14     5G 
8-14     4A 
8-14     4B 
8-14     5D 
8-14     6B 
8-14     6D 
8-14     4A 
8-14     5D 
8-14     5D 
8-14     5G 
8-14     5G 
8-14     8B 
8-14     9D 
8-14     2L 
8-14     4B 
8-14     7C 
8-14     5G 
8-14     4B 
8-14     2D 
8-14     5A 
8-14     5A 
8-14     5A 
8-14     5A 
8-14     5A 
8-14     5A 
8-14     5A 
8-14     5A 
8-14     5A 
8-14     3B 
8-14     2E 
8-14     4A 
8-14     8D 
8-14     5B 
8-14     5B 
8-14     5B 
8-14     2C 
8-14     6G 
8-14     6G 
8-14     6G 
8-14     6G 
8-14     6G 
8-14     6G 
8-14     6G 
8-14     6G 
8-14     2L 
8-14     8B 
8-14     8B 
8-14     2L 


W75-07I83 

W75-07184 

W75-07185 

W75-07186 

W75-07187 

W75-07188 

W75-07189 

W75-07190 

W75-07191 

W75-07192 

W75-07193 

W75-07194 

W75-07195 

W75-07196 

W75-07197 

W75-07198 

W75-07199 

W75-07200 

W75-07201 

W75-07202 

W75-07203 

W75-07204 

W75-07205 

W75-07206 

W75-07207 

W75-07208 

W75-07209 

W75-07210 

W75-07211 

W75-07212 

W75-07213 

W75-07214 

W75-07215 

W75-07216 

W75-07217 

W75-07218 

W75-07219 

W75-07220 

W75-07221 

W75-07222 

W75-07223 

W75-07224 

W75-07225 

W75-07226 

W75-07227 

W75-07228 

W75-07229 

W75-07230 

W75-07231 

W75-07232 

W75-07233 

W75-07234 

W75-07235 

W75-07236 

W75-07237 

W75-07238 

W75-07239 

W75-07240 

W75-07241 

W75-07242 

W75-07243 

W75-07244 

W75-07245 

W75-07246 

W75-07247 

W75-07248 

W 75 -07249 

W75-07250 

W75-07251 

W75-07252 

W75-07253 

W75-07254 

W75-07255 

W75-07256 

W75-07257 

W75-07258 

W75-07259 

W75-07260 

W75-07261 


8-14     8A 
8-14     8C 
8-14     5G 
8-14     8C 
8-14     8B 
8-14     5A 
8-14     2K 
8-14     2J 
8-14     2J 
8-14     8B 
8-14     21 
8-14     2D 
8-14     2D 
8-14     2B 
8-14     2D 
8-14     5C 
8-14     3B 
8-14     5B 
8-14     7B 
8-14     5A 
8-14     4A 
8-14     5B 
8-14     5B 
8-14     5B 
8-14     5B 
8-14     7B 
8-14     4B 
8-14     2J 
8-14      4A 
8-14     5B 
8-14     5C 
8-14     2E 
8-14      4B 
8-14     7C 
8-14     2K 
8-14     3D 
8-14     2E 
8-14     7C 
8-14     7C 
8-14     7C 
8-14     4B 
8-14     7C 
8-14     7C 
8-14     7C 
8-14     2A 
8-14     2F 
8-14     4B 
8-14     4A 
8-14     7C 
8-14     7C 
8-14     7C 
8-14     7C 
8-14     7C 
8-14     7C 
8-14     7C 
8-14     7C 
8-14     7C 
8-14     7C 
8-14     4A 
8-14     2F 
8-14     2F 
8-14     2L 
8-14     7B 
8-14     2H 
8-14     5A 
8-14     2L 
8-14     2L 
8-14     2L 
8-14     2H 
8-14     2H 
8-14     2B 
8-14     2F 
8-14     2B 
8-14     2B 
8-14     2B 
8-14     2B 
8-14     2B 
8-14     2B 
8-14     2A 
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W75-07262 

W75-07262 

8-14 

3C 

W75-07341 

8-14 

5C 

W75-07420 

8-15 

2L 

W75-07499 

8-15 

7B 

W75-07263 

8-14 

3F 

W75-07342 

8-14 

5C 

W75-07421 

8-15 

2C 

W75-07500 

8-15 

7C 

W75-07264 

8-14 

3B 

W75-07343 

8-14 

6C 

W75-07422 

8-15 

2B 

W75-07501 

8-15 

7B 

W75-07265 

8-14 

2D 

W75-07344 

8-14 

6E 

W75-07423 

8-15 

2C 

W75-07502 

8-15 

7B 

W75-07266 

8-14 

2J 

W75-07345 

8-14 

5G 

W75-07424 

8-15 

2B 

W75-07503 

8-15 

7B 

W75-07267 

8-14 

2B 

W75-07346 

8-14 

6D 

W75-07425 

8-15 

2L 

W75-07504 

8-15 

7C 

W75-07268 

8-14 

5B 

W75-07347 

8-14 

6B 

W75-07426 

8-15 

2L 

W75-075O5 

8-15 

3B 

W75-07269 

8-14 

2B 

W75-07348 

8-14 

6A 

W75-07427 

8-15 

2L 

W75-07506 

8-15 

3A 

W75-07270 

8-14 

2L 

W75-07349 

8-14 

5D 

W75-07428 

8-15 

2G 

W75-07507 

8-15 

6B 

W75-07271 

8-14 

6B 

W75-07350 

8-14 

6E 

W75-07429 

8-15 

5B 

W75-07508 

8-15 

5G 

W75-07272 

8-14 

5C 

W75-07351 

8-15 

6E 

W75-07430 

8-15 

2B 

W75-07509 

8-15 

6A 

W75-07273 

8-14 

5D 

W75-07352 

8-15 

5A 

W75-07431 

8-15 

2C 

W75-07510 

8-15 

6F 

W75-07274 

8-14 

8B 

W75-07353 

8-15 

5B 

W75-07432 

8-15 

5A 

W75-07511 

8-15 

6E 

W75-07275 

8-14 

5B 

W75-07354 

8-15 

7C 

W75-07433 

8-15 

5A 

W75-07512 

8-15 

6B 

W75-07276 

8-14 

5D 

W75-07355 

8-15 

6G 

W75-07434 

8-15 

8B 

W75-07513 

8-15 

6B 

W75-07277 

8-14 

6A 

W75-07356 

8-15 

81 

W75-07435 

8-15 

2K 

W75-07514 

8-15 

5D 

W75-07278 

8-14 

2A 

W75-07357 

8-15 

5C 

W75-07436 

8-15 

2G 

W75-07515 

8-15 

6E 

W75-07279 

8-14 

3F 

W75-07358 

8-15 

3F 

W75-07437 

8-15 

2A 

W75-07516 

8-15 

4B 

W75-07280 

8-14 

8B 

W75-07359 

8-15 

5G 

W75-07438 

8-15 

6A 

W75-07517 

8-15 

5B 

W75-07281 

8-14 

8B 

W75-07360 

8-15 

5D 

W75-07439 

8-15 

4B 

W75-07518 

8-15 

6F 

W75-07282 

8-14 

4A 

W75-07361 

8-15 

5A 

W75-07440 

8-15 

5B 

W75-07519 

8-15 

5G 

W75-07283 

8-14 

6F 

W75-07362 

8-15 

5D 

W75-07441 

8-15 

5B 

W75-07520 

8-15 

2G 

W75-07284 

8-14 

2L 

W75-07363 

8-15 

3F 

W75-07442 

8-15 

5B 

W75-07521 

8-15 

2G 

W75-07285 

8-14 

8B 

W75-07364 

8-15 

3C 

W75-07443 

8-15 

5B 

W75-07522 

8-15 

2G 

W75-07286 

8-14 

2H 

W75-07365 

8-15 

3F 

W75-07444 

8-15 

5A 

W75-07523 

8-15 

21 

W75-07287 

8-14 

8B 

W75-07366 

8-15 

3F 

W75-07445 

8-15 

2C 

W75-07524 

8-15 

5A 

W75-07288 

8-14 

8B 

W75-07367 

8-15 

3F 

W75-07446 

8-15 

2A 

W75-07525 

8-15 

6B 

W75-07289 

8-14 

8B 

W75-07368 

8-15 

5B 

W75-07447 

8-15 

2A 

W75-07526 

8-15 

6E 

W75-07290 

8-14 

5C 

W75-07369 

8-15 

2K 

W75-07448 

8-15 

2J 

W75-07527 

8-15 

6B 

W75-07291 

8-14 

5C 

W75-07370 

8-15 

4B 

W75-07449 

8-15 

2L 

W75-07528 

8-15 

6B 

W75-07292 

8-14 

5C 

W75-07371 

8-15 

21 

W75-07450 

8-15 

2L 

W75-07529 

8-15 

6A 

W75-07293 

8-14 

5A 

W75-07372 

8-15 

4B 

W75-07451 

8-15 

2G 

W75-07530 

8-15 

6E 

W75-07294 

8-14 

8A 

W75-07373 

8-15 

3F 

W75-07452 

8-15 

2G 

W75-07531 

8-15 

6B 

W75-07295 

8-14 

5A 

W75-07374 

8-15 

2J 

W75-07453 

8-15 

5B 

W75-07532 

8-15 

6E 

W75-07296 

8-14 

2L 

W75-07375 

8-15 

3F 

W75-07454 

8-15 

21 

W75-07533 

8-15 

6B 

W75-07297 

8-14 

5C 

W75-07376 

8-15 

6B 

W75-07455 

8-15 

7B 

W75-07534 

8-15 

6B 

W75-07298 

8-14 

5C 

W75-07377 

8-15 

6B 

W75-07456 

8-15 

2C 

W75-07535 

8-15 

3F 

W75-07299 

8-14 

5C 

W75-07378 

8-15 

6E 

W75-07457 

8-15 

2B 

W75-07536 

8-15 

3F 

W75-07300 

8-14 

5C 

W75-07379 

8-15 

6C 

W75-07458 

8-15 

7B 

W75-07537 

8-15 

3E 

W75-07301 

8-14 

5C 

W75-07380 

8-15 

6B 

W75-07459 

8-15 

2B 

W75-07538 

8-15 

3E 

W75-07302 

8-14 

5C 

W75-07381 

8-15 

4A 

W75-07460 

8-15 

2B 

W75-07539 

8-15 

6B 

W75-07303 

8-14 

5C 

W75-07382 

8-15 

5B 

W75-07461 

8-15 

2B 

W75-07540 

8-15 

6B 

W75-07304 

8-14 

5C 

W75-07383 

8-15 

4A 

W75-07462 

8-15 

2H 

W75-07541 

8-15 

4C 

W75-07305 

8-14 

5C 

W75-07384 

8-15 

4A 

W75-07463 

8-15 

5B 

W75-07542 

8-15 

4C 

W75-07306 

8-14 

5C 

W75-07385 

8-15 

6A 

W75-07464 

8-15 

4B 

W75-07543 

8-15 

6E 

W75-07307 

8-14 

5C 

W75-07386 

8-15 

5B 

W75-07465 

8-15 

4B 

W75-07544 

8-15 

6A 

W75-07308 

8-14 

5C 

W75-07387 

8-15 

6B 

W75-07466 

8-15 

2G 

W75-07545 

8-15 

6B 

W75-07309 

8-14 

5C 

W75-07388 

8-15 

6A 

W75-07467 

8-15 

5B 

W75-07546 

8-15 

5G 

W75-07310 

8-14 

5C 

W75-07389 

8-15 

5B 

W75-07468 

8-15 

8B 

W75-07547 

8-15 

2C 

W75-073U 

8-14 

5C 

W75-07390 

8-15 

5D 

W75-07469 

8-15 

5B 

W75-07548 

8-15 

5B 

W75-07312 

8-14 

5C 

W75-07391 

8-15 

6B 

W75-07470 

8-15 

5B 

W75-07549 

8-15 

5C 

W75-07313 

8-14 

5C 

W75-07392 

8-15 

6F 

W75-07471 

8-15 

5A 

W75-07550 

8-15 

7C 

W75-07314 

8-14 

5C 

W75-07393 

8-15 

2G 

W75-07472 

8-15 

2J 

W75-07551 

8-15 

7C 

W75-07315 

8-14 

5C 

W75-07394 

8-15 

2G 

W75-07473 

8-15 

2D 

W75-07552 

8-15 

21 

W75-07316 

8-14 

5C 

W75-07395 

8-15 

5B 

W 75-07474 

8-15 

2K 

W75-07553 

8-15 

5A 

W75-07317 

8-14 

5C 

W75-07396 

8-15 

6E 

W75-07475 

8-15 

7B 

W75-07554 

8-15 

5B 

W75-07318 

8-14 

5C 

W75-07397 

8-15 

4A 

W75-07476 

8-15 

2L 

W75-07555 

8-15 

4C 

W75-07319 

8-14 

5C 

W75-07398 

8-15 

2F 

W75-07477 

8-15 

2J 

W75-07556 

8-15 

5A 

W75-07320 

8-14 

5C 

W75-07399 

8-15 

5A 

W75-07478 

8-15 

2L 

W75-07557 

8-15 

2J 

W75-07321 

8-14 

5C 

W75-07400 

8-15 

6G 

W75-07479 

8-15 

5A 

W75-07558 

8-15 

8B 

W75-07322 

8-14 

5C 

W75-07401 

8-15 

6D 

W75-07480 

8-15 

7C 

W75-07559 

8-15 

2F 

W75-07323 

8-14 

5C 

W75-07402 

8-15 

6D 

W75-07481 

8-15 

2L 

W75-07560 

8-15 

2H 

W75-07324 

8-14 

5C 

W75-07403 

8-15 

5B 

W75-07482 

8-15 

2G 

W75-07561 

8-15 

5B 

W75-07325 

8-14 

5C 

W75-07404 

8-15 

5A 

W75-07483 

8-15 

5C 

W75-07562 

8-15 

5B 

W75-07326 

8-14 

5C 

W75-07405 

8-15 

5B 

W75-07484 

8-15 

7B 

W75-07563 

8-15 

21 

W75-07327 

8-14 

5B 

W75-07406 

8-15 

2G 

W75-07485 

8-15 

7C 

W75-07564 

8-15 

2C 

W75-07328 

8-14 

5C 

W75-07407 

8-15 

5C 

W75-07486 

8-15 

7B 

W75-07565 

8-15 

2E 

W75-07329 

8-14 

5A 

W75-07408 

8-15 

3F 

W75-07487 

8-15 

7B 

W75-07566 

8-15 

2E 

W75-07330 

8-14 

3F 

W75-07409 

8-15 

2L 

W75-07488 

8-15 

7B 

W75-07567 

8-15 

4A 

W75-07331 

8-14 

4A 

W75-07410 

8-15 

8A 

W75-07489 

8-15 

7C 

W75-07568 

8-15 

6A 

W75-07332 

8-14 

4B 

W75-07411 

8-15 

2L 

W75-07490 

8-15 

7B 

W75-07569 

8-15 

7C 

W75-07333 

8-14 

3B 

W75-07412 

8-15 

5B 

W75-07491 

8-15 

7B 

W75-07570 

8-15 

4A 

W75-07334 

8-14 

3B 

W75-07413 

8-15 

5C 

W75-07492 

8-15 

7B 

W75-07571 

8-15 

5B 

W75-07335 

8-14 

4B 

W75-07414 

8-15 

5C 

W75-07493 

8-15 

7C 

W75-07572 

8-15 

2E 

W75-07336 

8-14 

8B 

W75-07415 

8-15 

2D 

W75-07494 

8-15 

7B 

W75-07573 

8-15 

4B 

W75-07337 

8-14 

8B 

W75-07416 

8-15 

5D 

W75-07495 

8-15 

7B 

W75-07574 

8-15 

2F 

W75-07338 

8-14 

5C 

W75-07417 

8-15 

2L 

W75-07496 

8-15 

7B 

W75-07575 

8-15 

7C 

W75-07339 

8-14 

5C 

W75-07418 

8-15 

5A 

W75-07497 

8-15 

7C 

W75-07576 

8-15 

2D 

W75-07340 

8-14 

5C 

W75-07419 

8-15 

5A 

W75-07498 

8-15 

7C 

W75-07577 

8-15 

7B 

A-24 


ACCESSION  NUMBER  INDEX 


W75-07893 


W75-07578 

W75-07579 

W75-07580 

W75-07581 

W75-07582 

W75-07583 

W75-07584 

W75-07585 

W75-07586 

W75-07587 

W75-07588 

W75-07589 

W75-07590 

W75-07591 

W75-07592 

W75-07593 

W75-07594 

W75-07595 

W75-07596 

W75-07597 

W75-07598 

W75-07599 

W75-07600 

W75-07601 

W75-07602 

W75-07603 

W75-07604 

W75-07605 

W75-07606 

W75-07607 

W75-07608 

W75-07609 

W75-07610 

W75-0761 1 

W75-07612 

W75-07613 

W75-07614 

W75-07615 

W75-07616 

W75-07617 

W75-07618 

W75-07619 

W75-07620 

W75-07621 

W75-07622 

W75-07623 

W75-07624 

W75-07625 

W75-07626 

W75-07627 

W75-07628 

W75-07629 

W75-07630 

W75-07631 

W75-07632 

W75-07633 

W75-07634 

W75-07635 

W75-07636 

W75-07637 

W75-07638 

W75-07639 

W75-07640 

W75-07641 

W75-07642 

W75-07643 

W75-07644 

W75-07645 

W75-07646 

W75-07647 

W75-07648 

W75-07649 

W75-07650 

W75-07651 

W75-07652 

W75-07653 

W75-07654 

W75-07655 

W75-07656 


8-15  7A 

8-15  5A 

8-15  6D 

8-15  4A 

8-15  2E 

8-15  7C 

8-15  2A 

8-15  5A 

8-15  5A 

8-15  5B 

8-15  5A 

8-15  3E 

8-15  6G 

8-15  5D 

8-15  5D 

8-15  6B 

8-15  5D 

8-15  2F 

8-15  6B 

8-15  5B 

8-15  6B 

8-15  3C 

8-15  5D 

8-15  6B 

8-15  21 

8-15  5G 

8-15  5C 

8-15  5C 

8-15  5G 

8-15  5D 

8-15  5D 

8-15  5B 

8-15  6B 

8-15  6D 


8-15 
8-15 


5G 
6B 


8-15  2J 

8-15  6B 

8-15  4A 

8-15  5G 

8-15  6B 

8-15  8B 

8-15  5G 

8-15  3A 

8-15  3A 

8-15  3A 

8-15  5D 

8-15  3A 

8-15  3A 

8-15  5D 

8-15  8C 

8-15  3  A 

8-15  3A 

8-15  3A 

8-15  5D 

8-15  5D 

8-15  5B 

8-15  5D 

8-15  5D 

8-15  5A 

8-15  5D 

8-15  5D 

8-15  5B 

8-15  5D 

8-15  5D 

8-15  5D 

8-15  5C 

8-15  2G 

8-15  5D 

8-15  5D 

8-15  4C 

8-15  5D 

8-15  5A 

8-15  4D 

8-15  5A 

8-15  4C 

8-15  7B 

8-15  3B 

8-15  4A 


W75-07657 

W75-07658 

W75-07659 

W 75 -07660 

W75-07661 

W75-07662 

W75-07663 

W75-07664 

W75-07665 

W 75-07666 

W75-07667 

W75-07668 

W75-07669 

W75-07670 

W75-07671 

W75-07672 

W75-07673 

W75-07674 

W75-07675 

W75-07676 

W75-07677 

W75-07678 

W75-07679 

W75-07680 

W75-07681 

W75-07682 

W75-07683 

W75-07684 

W75-07685 

W75-07686 

W75-07687 

W75-07688 

W75-07689 

W75-07690 

W75-07691 

W75-07692 

W75-07693 

W75-07694 

W75-07695 

W75-07696 

W75-07697 

W75-07698 

W75-07699 

W75-07700 

W75-07701 

W75-07702 

W75-07703 

W75-07704 

W75-07705 

W75-07706 

W75-07707 

W75-07708 

W75-07709 

W75-07710 

W75-07711 

W75-07712 

W75-07713 

W75-07714 

W75-07715 

W75-07716 

W75-07717 

W75-07718 

W75-07719 

W75-07720 

W75-07721 

W75-07722 

W75-07723 

W75-07724 

W75-07725 

W75-07726 

W75-07727 

W75-07728 

W75-07729 

W75-07730 

W75-07731 

W75-07732 

W75-07733 

W75-07734 

W75-07735 


8-15  5A 
8-15  5D 
8-15  5A 
8-15  3B 
8-15  4A 
8-15  4A 
8-15  4A 
8-15  5D 
8-15  4A 
8-15  5D 
8-15     5D 

8-15  8A 

8-15  5D 

8-15  5G 

8-15  5G 

8-15  4D 

8-15  5G 

8-15  4A 

8-15  7B 

8-15  4A 

8-15  5G 

8-15  5D 

8-15  5E 

8-15  5G 

8-15  5G 

8-15  5D 

8-15  5F 

8-15  5F 

8-15  5D 

8-15  5A 

8-15  5C 

8-15  5D 

8-15  5G 

8-15  5G 

8-15  5C 

8-15  5D 

8-15  5D 

8-15  5C 

8-15  5D 

8-15  5B 

8-15  5A 

8-15  5B 

8-15  5D 

8-15  5C 

8-15  5B 

8-15  5A 

8-15  7B 

8-15  5A 

8-15  5B 

8-15  5D 

8-15  4A 

8-15  5B 

8-15  5B 

8-15  5B 

8-15  81 

8-15  5D 

8-15  2L 

8-15  2D 

8-15  2L 

8-15  2L 

8-15  4A 

8-15  2E 

8-15  5C 

8-15  7B 

8-15  2B 

8-15  2F 

8-15  5B 

8-15  3C 

8-15  5B 

8-15  5B 

8-15  2K 

8-15  81 

8-15  2H 

8-15  21 

8-15  2G 

8-15  5A 

8-15  2L 

8-15  2H 

8-15  5A 


W75-07736 

W75-07737 

W75-07738 

W75-07739 

W75-07740 

W75-07741 

W75-07742 

W75-07743 

W75-07744 

W75-07745 

W75-07746 

W75-07747 

W75-07748 

W75-07749 

W75-07750 

W75-07751 

W75-07752 

W75-07753 

W75-07754 

W75-07755 

W75-07756 

W75-07757 

W75-07758 

W75-07759 

W75-07760 

W75-07761 

W75-07762 

W75-07763 

W75-07764 

W75-07765 

W75-07766 

W75-07767 

W75-07768 

W75-07769 

W75-07770 

W75-07771 

W75-07772 

W75-07773 

W75-07774 

W75-07775 

W75-07776 

W75-07777 

W75-07778 

W75-07779 

W75-07780 

W75-07781 

W75-07782 

W75-07783 

W75-07784 

W75-07785 

W75-07786 

W75-07787 

W75-07788 

W75-07789 

W75-07790 

W75-07791 

W75-07792 

W75-07793 

W75-07794 

W75-07795 

W75-07796 

W75-07797 

W75-07798 

W75-07799 

W75-07800 

W75-07801 

W75-07802 

W75-07803 

W75-07804 

W75-07805 

W75-07806 

W75-07807 

W75-07808 

W75-07809 

W75-07810 

W75-07811 

W75-07812 

W75-07813 

W75-07814 


8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 

8-15 


2G 

2H 

2H 

2L 

5A 

5B 

5B 

2L 

5B 

5C 

2G 

5B 

3F 

2A 

6G 

5C 

21 

3F 

3C 

2H 

4A 

6E 

6E 

6E 

5G 

5G 

6E 

6E 

3F 

6F 

6E 

5G 

6E 

5G 

5G 

5G 

5G 

5G 

5G 

6E 

5G 

4B 

6E 

6G 

8A 

8B 

3A 

5D 

8A 

4D 

5D 

5D 

4A 

8A 

5C 

21 

2J 

5A 

5A 

5A 

5A 

5C 

5D 

5A 

5B 

5C 

5B 

5B 

5D 

5D 

5D 

5G 

5F 

5G 

5F 

5F 

5D 
5D 
5G 


W75-078I5 

W75-078I6 

W75-07817 

W75-07818 

W75-07819 

W75-07820 

W75-07821 

W75-07822 

W75-07823 

W75-07824 

W75-07825 

W75-07826 

W75-07827 

W75-07828 

W75-07829 

W75-07830 

W75-07831 

W75-07832 

W75-07833 

W75-07834 

W75-07835 

W75-07836 

W75-07837 

W75-07838 

W75-07839 

W75-07840 

W75-07841 

W75-07842 

W75-07843 

W75-07844 

W75-07845 

W75-07846 

W75-07847 

W75-07848 

W75-07849 

W75-07850 

W75-07851 

W75-07852 

W75-07853 

W75-07854 

W75-07855 

W75-07856 

W75-07857 

W75-07858 

W75-07859 

W75-07860 

W75-07861 

W75-07862 

W75-07863 

W75-07864 

W75-07865 

W75-07866 

W75-07867 

W75-07868 

W75-07869 

W75-07870 

W75-07871 

W75-07872 

W75-07873 

W75-07874 

W75-07875 

W75-07876 

W75-07877 

W75-07878 

W75-07879 

W75-07880 

W75-07881 

W75-07882 

W75-07883 

W75-07884 

W75-07885 

W75-07886 

W75-07887 

W75-07888 

W75-07889 

W75-07890 

W75-07891 

W75-07892     8 

W75-07893     8 


8-15  5D 
8-15  5D 
8-15  5D 
8-15  5D 
8-15  8F 
8-15  5D 
8-15  5D 
8-15     3F 

8-15  7B 

8-15  2B 

8-15  5A 

8-15  4A 

8-15  5C 

8-15  5C 

8-15  8A 

8-15  3C 

8-15  2B 

8-15  4A 

8-15  2J 

8-15  2H 

8-15  8A 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-15  7C 

8-16  6B 

8-16  5B 

8-16  3F 

8-16  3A 

8-16  3F 

8-16  3A 

8-16  4B 

8-16  5A 

8-16  2J 

8-16  2F 

8-16  7C 

8-16  2F 

8-16  2L 

8-16  2F 

8-16  5B 

8-16  4C 

8-16  2K 

8-16  2C 


2C 
2L 


1-16  7C 

1-16  4A 

:-16  2F 

-16  7A 

-16  2J 

-16  2K 

-16  5B 

-16  2L 

-16  7C 

-16  4C 

-16  2H 

-16  5B 

-16  5B 

-16  4C 

-16  5B 

-16  7C 

-16  7C 

-16  5A 

-16  6B 

-16  6F 

16  2J 

16  2J 

16  5C 


A-25 


ACCESSION  NUMBER  INDEX 


W75-07894 


W75-07894 

8-16 

5A 

W75-07895 

8-16 

2L 

W75-07896 

8-16 

4B 

W75-07897 

8-16 

2F 

W75-07898 

8-16 

4A 

W75-07899 

8-16 

5B 

W75-07900 

8-16 

5B 

W75-07901 

8-16 

2D 

W75-07902 

8-16 

2D 

W75-07903 

8-16 

2L 

W75-07904 

8-16 

7B 

W75-07905 

8-16 

7B 

W75-07906 

8-16 

2L 

W75-07907 

8-16 

2L 

W75-07908 

8-16 

2H 

W75-07909 

8-16 

2E 

W75-07910 

8-16 

2E 

W75-079U 

8-16 

2E 

W75-07912 

8-16 

2L 

W75-07913 

8-16 

2E 

W75-07914 

8-16 

2L 

W75-07915 

8-16 

2J 

W75-07916 

8-16 

2J 

W75-07917 

8-16 

2K 

W75-07918 

8-16 

2J 

W75-07919 

8-16 

2E 

W75-07920 

8-16 

7B 

W75-07921 

8-16 

2E 

W75-07922 

8-16 

2L 

W75-07923 

8-16 

3F 

W75-07924 

8-16 

5B 

W75-07925 

8-16 

5B 

W75-07926 

8-16 

2J 

W75-07927 

8-16 

2J 

W75-07928 

8-16 

5A 

W75-07929 

8-16 

5B 

W75-07930 

8-16 

8B 

W75-07931 

8-16 

5G 

W75-07932 

8-16 

2E 

W75-07933 

8-16 

5A 

W75-07934 

8-16 

2E 

W75-07935 

8-16 

2E 

W75-07936 

8-16 

5C 

W75-07937 

8-16 

5A 

W75-07938 

8-16 

2L 

W75-07939 

8-16 

4A 

W75-07940 

8-16 

4D 

W75-07941 

8-16 

2G 

W75-07942 

8-16 

2G 

W75-07943 

8-16 

2G 

W75-07944 

8-16 

2G 

W75-07945 

8-16 

2G 

W75-07946 

8-16 

2A 

W75-07947 

8-16 

2A 

W75-07948 

8-16 

2C 

W75-07949 

8-16 

2J 

W75-07950 

8-16 

2H 

W75-07951 

8-16 

5B 

W75-07952 

8-16 

2G 

W75-07953 

8-16 

2K 

W75-07954 

8-16 

5D 

W75-07955 

8-16 

5B 

W75-07956 

8-16 

5D 

W75-07957 

8-16 

5D 

W75-07958 

8-16 

5D 

W75-07959 

8-16 

5D 

W75-07960 

8-16 

5D 

W75-0796I 

8-16 

5D 

W75-07962 

8-16 

3A 

W75-07963 

8-16 

5D 

W75-07964 

8-16 

5G 

W75-07965 

8-16 

81 

W75-07966 

8-16 

5B 

W75-07967 

8-16 

6B 

W75-07968 

8-16 

5C 

W75-07969 

8-16 

2C 

W75-07970 

8-16 

5B 

W75-07971 

8-16 

6G 

W75-07972 

8-16 

5A 

W75-07973 

8-16     5C 

W75-07974 

8-16     5B 

W75-07975 

8-16     4D 

W75-07976 

8-16     2E 

W75-07977 

8-16     4A 

W75-07978 

8-16     5B 

W75-07979 

8-16     4A 

W75-07980 

8-16     4C 

W75-07981 

8-16     3F 

W75-07982 

8-16     4A 

W75-07983 

8-16     21 

W75-07984 

8-16     2G 

W75-07985 

8-16     2E 

W75-07986 

8-16     2E 

W75-07987 

8-16     2G 

W75-07988 

8-16     4A 

W75-07989 

8-16     6A 

W75-07990 

8-16     SB 

W75-07991 

8-16     2G 

W75-07992 

8-16     5G 

W75-07993 

8-16     6A 

W75-07994 

8-16     3F 

W  7  5-07995 

8-16     5B 

W75-07996 

8-16     10D 

W75-07997 

8-16     6B 

W75-07998 

8-16     3A 

W75-07999 

8-16     5D 

W75-08000 

8-16     2B 

W75-08001 

8-16     5G 

W75-O8002 

8-16     5G 

W75-08003 

8-16     4A 

W75-08004 

8-16     6F 

W75-08005 

8-16     5G 

W75-08006 

8-16     5B 

W75-08007 

8-16     5G 

W75-08008 

8-16     3F 

W75-08009 

8-16     5B 

W75-08010 

8-16     2H 

W75-0801 1 

8-16     6B 

W75-08012 

8-16     6B 

W75-08013 

8-16     6E 

W75-08014 

8-16     5G 

W75-08015 

8-16     8F 

W75-08016 

8-16     5D 

W75-08017 

8-16     8A 

W75-08018 

8-16     5G 

W75-O8019 

8-16     8D 

W75-08020 

8-16     8A 

W75-08021 

8-16     4A 

W75-08022 

8-16     8A 

W75-08023 

8-16     8D 

W75-08024 

8-16     4A 

W75-08025 

8-16     4A 

W75-08026 

8-16     4A 

W75-08027 

8-16     4A 

W75-O8028 

8-16     8A 

W75-08029 

8-16     8A 

W75-08030 

8-16     8F 

W75-08031 

8-16     8A 

W75-08032 

8-16     5D 

W75-08033 

8-16     8A 

W75-08034 

8-16     6G 

W75-08035 

8-16     4A 

W75-08036 

8-16     5D 

W75-08037 

8-16     8A 

W75-08038 

8-16     8D 

W75-08039 

8-16     4D 

W75-08040 

8-16     8A 

W75-08041 

8-16     4C 

W75-08042 

8-16     5D 

W75-08043 

8-16     8A 

W75-08044 

8-16     4A 

W75-08045 

8-16     8A 

W75-08046 

8-16     8A 

W75-08047 

8-16     5D 

W75-08048 

8-16     5G 

W75-08049 

8-16     5G 

W75-O8050 

8-16     8A 

W75-08051 

8-16     4D 

W75-08052 

3-16 

SA 

W75-08053 

8-16 

8A 

W75-08054 

8-16 

5D 

W75-08055 

8-16 

8A 

W75-08056 

8-16 

8F 

W75-08057 

8-16 

8A 

W75-O8058 

8-16 

8A 

W75-08059 

8-16 

3B 

W75-08060 

8-16 

4D 

W75-08061 

8-16 

8A 

W75-08062 

8-16 

4D 

W75-08063 

8-16 

5C 

W75-08064 

8-16 

2G 

W75-08065 

8-16 

5D 

W75-08066 

8-16 

6E 

W75-08067 

8-16 

6E 

W75-08068 

8-16 

6E 

W75-08069 

8-16 

5G 

W75-08070 

8-16 

5G 

W75-08071 

8-16 

6E 

W75-08072 

8-16 

6E 

W75-08073 

8-16 

5G 

W75-08074 

8-16 

3B 

W75-08075 

8-16 

5A 

W75-O8076 

8-16 

21 

W75-08077 

8-16 

5G 

W75-08078 

8-16 

5A 

W75-08079 

8-16 

5A 

W75-08080 

8-16 

5A 

W75-08081 

8-16 

5A 

W75-08082 

8-16 

5A 

W75-08083 

8-16 

21 

W75-08084 

8-16 

5C 

W75-08085 

8-16 

5C 

W75-08086 

8-16 

5C 

W75-08087 

8-16 

5A 

W75-08088 

8-16 

2D 

W75-08089 

8-16 

5A 

W75-08090 

8-16 

5B 

W75-O8091 

8-16 

5A 

W75-08092 

8-16 

5A 

W75-08093 

8-16 

5A 

W75-08094 

8-16 

5A 

W75-08095 

8-16 

5B 

W75-08096 

8-16 

5B 

W75-08097 

8-16 

5C 

W75-08098 

8-16 

2H 

W75-08099 

8-16 

5B 

W75-08100 

8-16 

3C 

W75-0810I 

8-16 

6D 

W75-08102 

8-16 

4D 

W75-08103 

8-16 

5C 

W75-08104 

8-16 

2A 

W75-08105 

8-16 

3F 

W75-08106 

8-16 

5C 

W75-08107 

8-16 

5C 

W75-08108 

8-16 

6B 

W75-08109 

8-16 

3C 

W75-08110 

8-16 

5B 

W75-08111 

8-16 

3B 

W75-08112 

8-16 

3F 

W75-08113 

8-16 

3F 

W75-08114 

8-16 

3F 

W75-08115 

8-16 

2B 

W75-08116 

8-16 

3F 

W75-08117 

8-16 

3C 

W75-08118 

8-16 

2G 

W75-08119 

8-16 

5C 

W75-08120 

8-16 

5C 

W75-08121 

8-16 

5C 

W75-08122 

8-16 

5C 

W75-08123 

8-16 

5C 

W75-08124 

8-16 

5C 

W75-08125 

8-16 

5C 

W75-08126 

8-16 

5C 

W75-08127 

8-16 

5C 

W75-08128 

8-16 

5C 

W75-08129 

8-16 

5C 

W75-0813C 

8-u 

5C 

W75-08131 

8-16     5C 

W75-08132 

8-16     5C 

W75-08133 

8-16     5C 

W75-08134 

8-16     5C 

W75-08135 

8-16     5C 

W75-08136 

8-16     5C 

W75-08137 

8-16     5C 

W75-08138 

8-16     5C 

W75-08139 

8-16     5C 

W75-08140 

8-16     5C 

W75-08141 

8-16     5C 

W75-08142 

8-16     5C 

W75-08143 

8-16     5C 

W75-08144 

8-16     2H 

W75-08145 

8-16     5C 

W75-08146 

8-16     5C 

W75-08147 

8-16     5C 

W75-08148 

8-16     5C 

W75-08149 

8-16     5C 

W75-08150 

8-16     5C 

W75-08151 

8-16     5C 

W75-08152 

8-16     5C 

W75-08153 

8-16     5C 

W75-08154 

8-16     5C 

W75-08155 

8-16     5C 

W75-08156 

8-16      5C 

W75-08157 

8-16     5C 

W75-08158 

8-16     6G 

W75-08159 

8-16     6G 

W75-08160 

8-16     5G 

W75-08161 

8-16     2E 

W75-08I62 

8-16     5C 

W75-08163 

8-16     81 

W75-08164 

8-16     6B 

W75-08165 

8-16     6G 

W75-08166 

8-16     6G 

W75-08167 

8-16     6G 

W75-08168 

8-16     6G 

W75-08I69 

8-16     6G 

W75-08170 

8-16     21 

W75-08171 

8-16     6F 

W75-08172 

8-16     5G 

W75-08173 

8-16     4A 

W75-08174 

8-16     4A 

W75-08175 

8-16     4A 

W75-08I76 

8-16     4A 

W75-08177 

8-16     4A 

W75-08178 

8-16     4A 

W75-08179 

8-16      4A 

W75-08180 

8-16     4A 

W75-08181 

8-16     5D 

W75-08182 

8-16     3D 

W75-08183 

8-16     4A 

W75-08184 

8-16     4A 

W75-08185 

8-16     6C 

W75-08186 

8-16     5D 

W75-08187 

8-16     5D 

W75-08188 

8-16     5D 

W75-08189 

8-16     5B 

W75-08190 

8-16     2K 

W75-08191 

8-16     2A 

W75-08192 

8-16     5B 

W75-08193 

8-16     2L 

W75-08194 

8-16     5C 

W75-08195 

8-16     5B 

W75-08196 

8-16     4C 

W75-08197 

8-16     4C 

W75-08198 

8-16     7C 

W75-08199 

8-16     2G 

W75-08200 

8-16     5C 

W 75-08201 

8-16     6A 

W75-08202 

8-16     4A 

W75-08203 

8-16     6G 

W75-08204 

8-16     6B 

W75-08205 

8-16     6B 

W75-082O* 

8-16     6A 

W75-0820' 

8-16     4D 

W75-0820J 

8-16     6F 

W75-08209     8-16     6B 

A-26 


rats 


ACCESSION  NUMBER  INDEX 


W75-08210 

8-16 

6B 

W75-082U 

8-16 

81 

W75-08212 

8-16 

6E 

W75-08213 

8-16 

5G 

W75-08214 

8-16 

5G 

W75-08215 

8-16 

6C 

W75-08216 

8-16 

6B 

W75-08217 

8-16 

5G 

W75-08218 

8-16 

5G 

W75-08219 

8-16 

4A 

W75-08220 

8-16 

2H 

W75-08221 

8-16 

2C 

W75-08222 

8-16 

2C 

W75-08223 

8-16 

4A 

W75-08224 

8-16 

SB 

W75-08225 

8-16 

2H 

W75-08226 

8-16 

5C 

W75-08227 

8-16 

5A 

W75-08228 

8-16 

5D 

W75-08229 

8-16 

5D 

W75-08230 

8-16 

7C 

W75-08231 

8-16 

7C 

W75-08232 

8-16 

5D 

W75-08233 

8-16 

5G 

W75-08234 

8-16 

5C 

W75-08235 

8-16 

3E 

W75-08236 

8-16 

5G 

W75-08237 

8-16 

2H 

W75-08238 

8-16 

81 

W75-08239 

8-16 

2L 

W75-08240 

8-16 

81 

W75-08241 

8-16 

6G 

W75-08242 

8-16 

3F 

W75-08243 

8-16 

5C 

W75-08244 

8-16 

5A 

W75-08245 

8-16 

21 

W75-08246 

8-16 

2H 

W75-08247 

8-16 

21 

W75-08248 

8-16 

5A 

W75-08249 

8-16 

81 

W75-08250 

8-16 

2H 

W75-08251 

8-16 

2H 

W75-08252 

8-16 

2H 

W75-08253 

8-16 

2H 

W75-08254 

8-16 

5G 

W75-08255 

8-16 

2H 

W75-08256 

8-16 

5C 

W75-08257 

8-16 

2H 

W75-08258 

8-16 

5C 

W75-08259 

8-16 

5B 

W75-08260 

8-16 

5B 

W75-08261 

8-16 

2E 

W75-08262 

8-16 

5C 

W75-08263 

8-16 

5C 

W75-08264 

8-16 

2K 

W75-08265 

8-16 

3F 

W75-08266 

8-16 

3F 

W75-08267 

8-16 

5B 

W75-08268 

8-16 

21 

W75-08269 

8-16 

21 

W75-08270 

8-16 

21 

W75-08271 

8-16 

5C 

W75-08272 

8-16 

4A 

W75-08273 

8-16 

5G 

W75-08274 

8-16 

6G 

W75-08275 

8-16 

2D 

W75-08276 

8-16 

SB 

W75-08277 

8-16 

21 

W75-08278 

8-16 

5G 

W75-08279 

8-16 

5C 

W75-08280 

8-16 

3C 

W75-0828I 

8-16 

4A 

W75-08282 

8-16 

2A 

W75-08283 

8-16 

2B 

W75-08284 

8-16 

2B 

W75-08285 

8-16 

3C 

W75-08286 

8-16 

3C 

W75-08287 

8-16 

3F 

W75-08288 

8-16 

2A 

W75-08289 

W 75-08290 

W75-08291 

W75-08292 

W75-08293 

W75-08294 

W75-08295 

W75-08296 

W75-08297 

W75-08298 

W75-08299 

W75-08300 

W75-08301 

W75-08302 

W75-08303 

W75-08304 

W75-08305 

W75-08306 

W75-08307 

W75-08308 

W75-08309 

W75-08310 

W75-08311 

W75-08312 

W75-08313 

W75-08314 

W75-08315 

W75-08316 

W75-08317 

W75-08318 

W75-08319 

W75-08320 

W75-08321 

W75-08322 

W75-08323 

W75-08324 

W75-08325 

W75-08326 

W75-08327 

W75-08328 

W75-08329 

W75-08330 

W75-08331 

W75-08332 

W75-08333 

W75-08334 

W75-08335 

W75-08336 

W75-08337 

W75-08338 

W75-08339 

W75-08340 

W75-08341 

W75-08342 

W75-08343 

W75-08344 

W75-08345 

W75-08346 

W75-08347 

W75-08348 

W75-08349 

W75-08350 

W75-08351 

W75-08352 

W75-08353 

W75-08354 

W75-08355 

W75-08356 

W75-08357 

W75-08358 

W75-08359 

W75-08360 

W75-08361 

W75-08362 

W75-08363 

W75-08364 

W75-08365 

W 75-08366 

W75-08367 


8-16     4A 
8-16     4A 
8-16     8B 
8-16     8B 
8-16     8B 
8-16     8B 
8-16     8B 
8-16     8B 
8-16     8B 
8-16     8B 
8-16     8B 
8-16     4A 
8-16     8B 
8-16     5B 
8-16     5C 
8-16     5C 
8-16     5C 
8-16     5C 
8-16     5B 
8-16     21 
8-16     21 
8-16     2H 
8-16     81 
8-16     81 
8-16     81 
8-16     21 
8-16     5D 
8-16     2G 
8-16     21 
8-16     5B 
8-16     5B 
8-16     2J 
8-16     2H 
8-16     5C 

8-16  5A 

8-16  2L 

8-16  5A 

8-16  2H 

8-16  5C 

8-16  5C 

8-16  5C 

8-16  21 

8-16  5C 

8-16  5C 

8-16  2L 

8-16  5C 

8-16  5G 

8-16  21 

8-16  4A 

8-16  81 

8-16  81 

8-16  2L 

8-16  81 

8-16  81 

8-16  3F 

8-16  2G 

8-16  2H 

8-16  5C 

8-16  5C 

8-16  5D 

8-16  2J 

8-16  5B 

8-17  5B 

8-17  6A 

8-17  6A 

8-17  5G 

8-17  6C 

8-17  6B 

8-17  5F 

8-17  2L 

8-17  5C 

8-17  3D 

8-17  5C 

8-17  5D 

8-17  2L 

8-17  2L 

8-17  5D 

8-17  7B 

8-17  7B 


W75-08368 

8-17 

7B 

W75-08369 

8-17 

6B 

W75-08370 

8-17 

6B 

W75-08371 

8-17 

5G 

W75-08372 

8-17 

6B 

W75-08373 

8-17 

2G 

W75-08374 

8-17 

2E 

W75-08375 

8-17 

21 

W75-08376 

8-17 

5B 

W75-08377 

8-17 

5C 

W75-08378 

8-17 

5A 

W75-08379 

8-17 

5C 

W75-08380 

8-17 

2L 

W75-08381 

8-17 

5C 

W75-08382 

8-17 

5A 

W75-08383 

8-17 

5A 

W75-08384 

8-17 

5A 

W75-08385 

8-17 

5C 

W75-08386 

8-17 

4B 

W75-08387 

8-17 

2A 

W75-08388 

8-17 

4B 

W75-08389 

8-17 

2F 

W75-08390 

8-17 

5F 

W75-08391 

8-17 

5C 

W75-08392 

8-17 

5A 

W75-08393 

8-17 

5C 

W75-08394 

8-17 

8B 

W75-08395 

8-17 

5A 

W75-08396 

8-17 

3F 

W75-08397 

8-17 

3F 

W75-08398 

8-17 

4B 

W75-08399 

8-17 

4B 

W75-08400 

8-17 

6B 

W75-08401 

8-17 

2L 

W75-08402 

8-17 

2L 

W75-08403 

8-17 

4A 

W75-08404 

8-17 

4A 

W75-08405 

8-17 

2C 

W75-08406 

8-17 

2C 

W75-08407 

8-17 

2C 

W75-08408 

8-17 

2C 

W75-08409 

8-17 

2C 

W75-08410 

8-17 

2C 

W75-08411 

8-17 

2C 

W75-08412 

8-17 

2C 

W75-08413 

8-17 

2C 

W75-08414 

8-17 

2C 

W75-08415 

8-17 

2C 

W75-08416 

8-17 

2C 

W75-08417 

8-17 

2C 

W75-08418 

8-17 

2C 

W75-08419 

8-17 

2C 

W75-08420 

8-17 

2C 

W75-08421 

8-17 

2B 

W75-08422 

8-17 

1A 

W75-08423 

8-17 

2C 

W75-08424 

8-17 

2J 

W75-08425 

8-17 

2L 

W75-08426 

8-17 

2L 

W75-08427 

8-17 

2L 

W75-08428 

8-17 

2J 

W75-08429 

8-17 

2L 

W75-08430 

8-17 

2L 

W75-08431 

8-17 

2L 

W75-08432 

8-17 

8D 

W75-08433 

8-17 

2B 

W75-08434 

8-17 

2F 

W75-08435 

8-17 

2F 

W75-08436 

8-17 

2D 

W75-08437 

8-17 

2E 

W75-08438 

8-17 

2E 

W75-08439 

8-17 

2D 

W75-08440 

8-17 

2C 

W75-08441 

8-17 

2C 

W75-08442 

8-17 

2D 

W75-08443 

8-17 

2F 

W75-08444 

8-17 

2B 

W75-08445 

8-17 

2K 

W75-08446 

8-17 

2L 

W75-08525 

W75-08447 

8-17 

2F 

W75-08448 

8-17 

2E 

W75-08449 

8-17 

2F 

W75-08450 

8-17 

2F 

W75-08451 

8-17 

2D 

W75-08452 

8-17 

2C 

W75-08453 

8-17 

5A 

W75-08454 

8-17 

5A 

W75-08455 

8-17 

5A 

W75-08456 

8-17 

5B 

W75-08457 

8-17 

5B 

W75-08458 

8-17 

5A 

W75-08459 

8-17 

2J 

W75-08460 

8-17 

5B 

W75-08461 

8-17 

8G 

W75-08462 

8-17 

2J 

W75-08463 

8-17 

2K 

W75-08464 

8-17 

5G 

W75-08465 

8-17 

5C 

W75-08466 

8-17 

2J 

W75-08467 

8-17 

5B 

W75-08468 

8-17 

5B 

W75-08469 

8-17 

6B 

W75-08470 

8-17 

5G 

W75-08471 

8-17 

4A 

W75-08472 

8-17 

10D 

W75-08473 

8-17 

6A 

W75-08474 

8-17 

5D 

W75-08475 

8-17 

5A 

W75-08476 

8-17 

5A 

W75-08477 

8-17 

5B 

W75-08478 

8-17 

6B 

W75-08479 

8-17 

5B 

W75-08480 

8-17 

5B 

W75-08481 

8-17 

3F 

W75-08482 

8-17 

3F 

W75-08483 

8-17 

2J 

W75-08484 

8-17 

5G 

W75-08485 

8-17 

10D 

W75-08486 

8-17 

IOC 

W75-08487 

8-17 

5D 

W75-08488 

8-17 

2F 

W75-08489 

8-17 

IOC 

W75-08490 

8-17 

2F 

W75-08491 

8-17 

5C 

W75-08492 

8-17 

5G 

W75-08493 

8-17 

4B 

W75-08494 

8-17 

4A 

W75-08495 

8-17 

5B 

W75-08496 

8-17 

4A 

W75-08497 

8-17 

4A 

W75-08498 

8-17 

4A 

W75-08499 

8-17 

2F 

W75-08500 

8-17 

5B 

W75-08501 

8-17 

5A 

W75-08502 

8-17 

5B 

W75-08503 

8-17 

7C 

W75-08504 

8-17 

5B 

W75-08505 

8-17 

7A 

W75-08506 

8-17 

2K 

W75-08507 

8-17 

7C 

W75-08508 

8-17 

7C 

W75-08509 

8-17 

7C 

W75-08510 

8-17 

7C 

W75-08511 

8-17 

7C 

W75-08512 

8-17 

7C 

W75-08513 

8-17 

7C 

W75-08514 

8-17 

7C 

W75-08515 

8-17 

5B 

W75-08516 

8-17 

7C 

W75-08517 

8-17 

2F 

W75-08518 

8-17 

2J 

W75-08519 

8-17 

7A 

W75-08520 

8-17 

4A 

W75-08521 

8-17 

5B 

W75-08522 

8-17 

5B 

W75-08523 

8-17 

7A 

W75-08524 

8-17 

7A 

W75-08525 

8-17 

7A 

A-27 


W7S-08526 


ACCESSION  NUMBER  INDEX 


W75-08526 

8-17 

7A 

W75-08527 

8-17 

7A 

W75-08528 

8-17 

5C 

W75-08529 

8-17 

5A 

W75-08530 

8-17 

5A 

W75-08531 

8-17 

5A 

W75-08532 

8-17 

5A 

W75-08533 

8-17 

5A 

W75-08534 

8-17 

5C 

W75-08535 

8-17 

5A 

W75-08536 

8-17 

2K 

W75-08537 

8-17 

5D 

W75-08538 

8-17 

5A 

W75-08539 

8-17 

5D 

W75-08540 

8-17 

5D 

W75-08541 

8-17 

5A 

W75-08542 

8-17 

5D 

W75-08543 

8-17 

5D 

W75-08544 

8-17 

5D 

W75-08545 

8-17 

5A 

W75-08546 

8-17 

3F 

W75-08547 

8-17 

5D 

W75-08548 

8-17 

5D 

W75-08549 

8-17 

5A 

W75-08550 

8-17 

5A 

W75-08551 

8-17 

5A 

W75-08552 

8-17 

5D 

W75-08553 

8-17 

5D 

W75-08554 

8-17 

5A 

W75-08555 

8-17 

5D 

W75-08556 

8-17 

5A 

W75-08557 

8-17 

5D 

W75-08558 

8-17 

5A 

W75-08559 

8-17 

5D 

W75-0856O 

8-17 

SD 

W75-08561 

8-17 

5A 

W75-08562 

8-17 

5D 

W75-08563 

8-17 

5A 

W75-08564 

8-17 

3A 

W75-08565 

8-17 

5F 

W75-08566 

8-17 

5D 

W75-08567 

8-17 

5D 

W75-08568 

8-17 

5D 

W75-08569 

8-17 

5D 

W75-08570 

8-17 

5D 

W75-08571 

8-17 

5D 

W75-08572 

8-17 

5F 

W75-08573 

8-17 

6B 

W75-08574 

8-17 

2G 

W75-08575 

8-17 

3A 

W75-08576 

8-17 

5B 

W75-08577 

8-17 

5B 

W75-08578 

8-17 

5B 

W75-08579 

8-17 

5C 

W75-08580 

8-17 

6B 

W75-08581 

8-17 

5C 

W75-08582 

8-17 

5A 

W75-08583 

8-17 

5C 

W75-08584 

8-17 

5G 

W75-08585 

8-17 

5C 

W75-08586 

8-17 

5A 

W75-08587 

8-17 

5C 

W75-08588 

8-17 

5C 

W75-08589 

8-17 

5C 

W75-08590 

8-17 

3A 

W75-08591 

8-17 

5C 

W75-08592 

8-17 

5C 

W75-08593 

8-17 

5G 

W75-08594 

8-17 

6E 

W75-08595 

8-17 

4A 

W75-08596 

8-17 

3F 

W75-08597 

8-17 

2G 

W75-08598 

8-17 

6C 

W75-08599 

8-17 

SB 

W75-08600 

8-17 

3F 

W75-0860I 

8-17 

1A 

W75-08602 

8-17 

5A 

W75-08603 

8-17 

2F 

W75-08604 

8-17 

6G 

W75-08605 

8-17 

8G 

W75-08606 

8-17 

4A 

W75-08607 

8-17 

5B 

W75-08608 

8-17 

6G 

W75-08609 

8-17 

5A 

W75-08610 

8-17 

4A 

W75-08611 

8-17 

8A 

W75-08612 

8-17 

5G 

W75-08613 

8-17 

5D 

W75-08614 

8-17 

3F 

W75-08615 

8-17 

3F 

W75-08616 

8-17 

4B 

W75-08617 

8-17 

3F 

W75-08618 

8-17 

4B 

W75-08619 

8-17 

5D 

W75-08620 

8-17 

5D 

W75-08621 

8-17 

3F 

W75-08622 

8-17 

3F 

W75-08623 

8-17 

5G 

W75-08624 

8-17 

5G 

W75-08625 

8-17 

5D 

W75-08626 

8-17 

7B 

W75-08627 

8-17 

5D 

W75-08628 

8-17 

3F 

W75-08629 

8-17 

5G 

W75-08630 

8-17 

7B 

W75-08631 

8-17 

3A 

W75-08632 

8-17 

5D 

W75-08633 

8-17 

5D 

W75-08634 

8-17 

5D 

W75-08635 

8-17 

5D 

W75-08636 

8-17 

5D 

W75-08637 

8-17 

5F 

W75-08638 

8-17 

5D 

W75-08639 

8-17 

5D 

W75-08640 

8-17 

5C 

W 75-08641 

8-17 

5D 

W75-08642 

8-17 

5A 

W75-08643 

8-17 

5E 

W75-08644 

8-17 

5B 

W75-08645 

8-17 

5B 

W75-08646 

8-17 

5B 

W75-08647 

8-17 

5D 

W75-08648 

8-17 

5A 

W75-08649 

8-17 

5A 

W75-08650 

8-17 

8H 

W75-08651 

8-17 

5D 

W75-08652 

8-17 

5A 

W75-08653 

8-17 

5C 

W75-08654 

8-17 

6G 

W75-08655 

8-17 

5C 

W75-08656 

8-17 

5E 

W75-08657 

8-17 

5A 

W75-08658 

8-17 

5A 

W75-08659 

8-17 

5A 

W75-08660 

8-17 

5A 

W75-08661 

8-17 

5A 

W75-08662 

8-17 

5C 

W75-08663 

8-17 

5A 

W75-08664 

8-17 

5A 

W75-08665 

8-17 

5G 

W75-08666 

8-17 

5D 

W75-08667 

8-17 

5D 

W75-08668 

8-17 

5D 

W75-08669 

8-17 

5A 

W75-08670 

8-17 

5B 

W75-08671 

8-17 

5D 

W75-08672 

8-17 

5D 

W75-08673 

8-17 

8C 

W 75-08674 

8-17 

5D 

W75-08675 

8-17 

5D 

W75-08676 

8-17 

5D 

W75-08677 

8-17 

5B 

W75-08678 

8-17 

5A 

W75-08679 

8-17 

5D 

W75-08680 

8-17 

5B 

W75-08681 

8-17 

5F 

W75-08682 

8-17 

5A 

W75-08683 

8-17 

5B 

W75-08684 

8-17 

5B 

W75-08685 

8-17 

4C 

W75-08686 

8-17 

2L 

W75-08687 

8-17 

2L 

W75-08688 

8-17 

2L 

W75-08689 

8-17 

2L 

W75-08690 

8-17 

2E 

W75-08691 

8-17 

2E 

W75-08692 

8-17 

2L 

W75-08693 

8-17 

2E 

W75-08694 

8-17 

2H 

W75-08695 

8-17 

2H 

W75-08696 

8-17 

2E 

W75-08697 

8-17 

4C 

W75-08698 

8-17 

8B 

W75-08699 

8-17 

2E 

W75-08700 

8-17 

2J 

W75-08701 

8-17 

8B 

W75-08702 

8-17 

2L 

W75-08703 

8-17 

2H 

W75-08704 

8-17 

2A 

W75-08705 

8-17 

2L 

W75-08706 

8-17 

2L 

W75-08707 

8-17 

2F 

W75-08708 

8-17 

8B 

W75-08709 

8-17 

5B 

W75-08710 

8-17 

5A 

W75-087U 

8-17 

8D 

W75-08712 

8-17 

2D 

W75-08713 

8-17 

2C 

W75-08714 

8-17 

8B 

W75-08715 

8-17 

4B 

W75-08716 

8-17 

5C 

W75-08717 

8-17 

2E 

W75-08718 

8-17 

7C 

W75-08719 

8-17 

5G 

W75-08720 

8-17 

5D 

W75-08721 

8-17 

3F 

W75-08722 

8-17 

6C 

W75-08723 

8-17 

4A 

W75-08724 

8-17 

8A 

W75-08725 

8-17 

5D 

W75-08726 

8-17 

5D 

W75-08727 

8-17 

4A 

W75-08728 

8-17 

4A 

W75-08729 

8-17 

5B 

W75-08730 

8-17 

6D 

W75-08731 

8-17 

4A 

W75-08732 

8-17 

6D 

W75-08733 

8-17 

81 

W75-08734 

8-17 

8C 

W75-08735 

8-17 

5D 

W75-08736 

8-17 

4B 

W75-08737 

8-17 

3A 

W75-08738 

8-17 

5D 

W75-08739 

8-17 

5D 

W75-08740 

8-17 

5D 

W75-08741 

8-17 

5D 

W75-08742 

8-17 

5D 

W75-08743 

8-17 

8C 

W75-08744 

8-17 

5D 

W75-08745 

8-17 

5D 

W75-08746 

8-17 

8B 

W75-08747 

8-17 

3A 

W75-08748 

8-17 

3F 

W75-08749 

8-17 

8C 

W75-08750 

8-17 

8B 

W75-08751 

8-17 

5F 

W75-08752 

8-17 

5D 

W75-08753 

8-17 

5G 

W75-08754 

8-17 

5G 

W75-08755 

8-17 

5G 

W75-08756 

8-17 

8B 

W75-08757 

8-17 

5G 

W75-08758 

8-17 

5D 

W75-08759 

8-17 

5D 

W75-08760 

8-17 

7B 

W75-08761 

8-17 

5G 

W75-08762 

8-17 

3A 

W75-08763 

8-17 

3A 

W75-08764 

8-17 

5C 

W75-08765 

8-17 

5C 

W75-08766 

8-17 

5C 

W75-08767 

8-17 

5C 

W75-08768 

8-17 

5C 

W75-08769 

8-17 

5C 

W75-08770 

8-17 

5C 

W75-08771 

8-17 

5C 

W75-08772 

8-17 

6C 

W75-08773 

8-17 

5C 

W75-08774 

8-17 

5A 

W75-08775 

8-17 

5G 

W7  5-08776 

8-17 

4A 

W75-08777 

8-17 

6C 

W75-08778 

8-17 

5G 

W75-08779 

8-17 

6B 

W75-08780 

8-17 

5G 

W75-08781 

8-17 

5G 

W75-08782 

8-17 

5G 

W75-08783 

8-17 

5G 

W75-08784 

8-17 

6B 

W75-08785 

8-17 

5E 

W75-08786 

8-17 

8B 

W75-08787 

8-17 

8A 

W75-08788 

8-17 

8A 

W75-08789 

8-17 

21 

W75-08790 

8-17 

81 

W75-08791 

8-17 

8G 

W75-08792 

8-17 

8G 

W75-08793 

8-17 

8B 

W75-08794 

8-17 

2E 

W75-08795 

8-17 

6F 

W75-08796 

8-17 

6G 

W75-08797 

8-17 

6F 

W75-08798 

8-17 

6F 

W75-08799 

8-17 

8B 

W75-08800 

8-17 

8B 

W75-08801 

8-17 

8C 

W75-08802 

8-17 

8B 

W75-08803 

8-17 

5D 

W75 -08804 

8-17 

5D 

W75-08805 

8-17 

8B 

W75-08806 

8-17 

8B 

W75-08807 

8-17 

8B 

W75-08808 

8-17 

4A 

W75-08809 

8-17 

4A 

W75-08810 

8-17 

4A 

W75-08811 

8-17 

6A 

W75-08812 

8-17 

2J 

W75-08813 

8-17 

2J 

W75-08814 

8-17 

5G 

W75-08815 

8-17 

8B 

W75-08816 

8-17 

5B 

W75-08817 

8-17 

8B 

W75-08818 

8-17 

2E 

W75-08819 

8-17 

2A 

W75-08820 

8-17 

4A 

W75-08821 

8-17 

4A 

W75-08822 

8-17 

4B 

W75-08823 

8-17 

5B 

W75-08824 

8-17 

2E 

W75-08825 

8-17 

2F 

W75-08826 

8-17 

2F 

W75-08827 

8-17 

5D 

W75-08828 

8-17 

3F 

W75-08829 

8-17 

2A 

W75-O8830 

8-17 

2J 

W75-08831 

8-17 

7C 

W75-08832 

8-17 

5A 

W75-08833 

8-17 

5A 

W75-08834 

8-17 

7C 

W75-08835 

8-17 

5A 

W75-08836 

8-17 

4A 

W75-08837 

8-17 

5B 

W75-08838 

8-17 

SB 

W75-08839 

8-17 

5B 

W75-08840 

8-17 

5B 

W75-08841 

8-17 

5B 
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W75-08842 

8-17 

5B 

W75-08843 

8-17 

SB 

W75-08844 

8-17 

5B 

W75-08845 

8-17 

5D 

W75-08846 

8-17 

5C 

W75-08847 

8-17 

4A 

W75-08848 

8-17 

5G 

W75-08849 

8-17 

SB 

W75-08850 

8-17 

7B 

W75-08851 

8-18 

5A 

W75-08852 

8-18 

5D 

W75-08853 

8-18 

5D 

W75-08854 

8-18 

5D 

W75-08855 

8-18 

5D 

W75-08856 

8-18 

5F 

W75-08857 

8-18 

5D 

W75-08858 

8-18 

5A 

W75-08859 

8-18 

5A 

W75-08860 

8-18 

5D 

W75-08861 

8-18 

5D 

W75-08862 

8-18 

5D 

W75-08863 

8-18 

5D 

W75-08864 

8-18 

5D 

W75-08865 

8-18 

5D 

W75-08866 

8-18 

5D 

W75-08867 

8-18 

5D 

W75-08868 

8-18 

5D 

W75-08869 

8-18 

5D 

W75-08870 

8-18 

5D 

W75-08871 

8-18 

5D 

W75-08872 

8-18 

5D 

W75-08873 

8-18 

5D 

W75-08874 

8-18 

5D 

W75-08875 

8-18 

5D 

W75-08876 

8-18 

5D 

W75-08877 

8-18 

5D 

W75-08878 

8-18 

5D 

W75-08879 

8-18 

5D 

W75-08880 

8-18 

5D 

W75-08881 

8-18 

5E 

W75-08882 

8-18 

5D 

W75-08883 

8-18 

5D 

W75-08884 

8-18 

5C 

W75-08885 

8-18 

5A 

W75-08886 

8-18 

5A 

W75-08887 

8-18 

5A 

W75-08888 

8-18 

5A 

W75-08889 

8-18 

5A 

W75-08890 

8-18 

5G 

W75-08891 

8-18 

5A 

W75-08892 

8-18 

5D 

W75-08893 

8-18 

5D 

W75-08894 

8-18 

5A 

W75-08895 

8-18 

5D 

W75-08896 

8-18 

5A 

W75-08897 

8-18 

5A 

W75-08898 

8-18 

5A 

W75-08899 

8-18 

8B 

W75-089O0 

8-18 

5D 

W75-0890I 

8-18 

5D 

W75-08902 

8-18 

5A 

W75-08903 

8-18 

5D 

W75-08904 

8-18 

3F 

W75-08905 

8-18 

4A 

W75-08906 

8-18 

5B 

W75-089O7 

8-18 

SB 

W75-08908 

8-18 

7C 

W75-08909 

8-18 

7C 

W75-08910 

8-18 

7C 

W75-089I 1 

8-18 

6D 

W75-08912 

8-18 

7C 

W75-089I3 

8-18 

7C 

W75-08914 

8-18 

7C 

W75-08915 

8-18 

7C 

W75-08916 

8-18 

7C 

W75-08917 

8-18 

7C 

W75-089I8 

8-18 

7C 

W75-08919 

8-18 

2E 

W75-08920 

8-18 

7C 

W75-08921 

W75-08922 

W75-08923 

W75-08924 

W 75-08925 

W75-08926 

W75-08927 

W75-08928 

W75-08929 

W75-08930 

W75-08931 

W75-08932 

W75-08933 

W75-08934 

W75-08935 

W75-08936 

W75-08937 

W75-08938 

W75-08939 

W75-08940 

W75-08941 

W75-08942 

W75-08943 

W75-08944 

W75-08945 

W75-08946 

W75-08947 

W75-08948 

W75-08949 

W75-08950 

W75-08951 

W75-08952 

W75-08953 

W75-08954 

W75-08955 

W75-08956 

W75-08957 

W75-08958 

W75-08959 

W75-08960 

W75-08961 

W 75-08962 

W75-08963 

W75-08964 

W75-08965 

W75-08966 

W75-08967 

W75-08968 

W75-08969 

W75-08970 

W75-08971 

W75-08972 

W75-08973 

W75-08974 

W75-08975 

W75-08976 

W75-08977 

W75-08978 

W75-08979 

W75-08980 

W75-08981 

W75-08982 

W75-08983 

W75-08984 

W75-08985 

W75-08986 

W75-08987 

W75-08988 

W75-08989 

W75-08990 

W 75-08991 

W75-08992 

W75-08993 

W75-08994 

W75-08995 

W75-08996 

W75-08997 

W75-08998 

W75-08999 


8-18  4B 
8-18  6B 
8-18  2F 
8-18  3D 
8-18  4D 
8-18  4D 
8-18  2L 
8-18  4A 
8-18  2F 
8-18  2F 
8-18  3D 
8-18  5C 
8-18  5D 
8-18  5C 
8-18  5A 
8-18  5A 
8-18  5G 
8-18  5C 
8-18  5F 
8-18  4C 
8-18  5D 
8-18  3F 
8-18  3F 
8-18  3F 
8-18  7B 
8-18  7B 
8-18  3B 
8-18  2G 
8-18  2B 
8-18  5C 
8-18  2L 
8-18  5G 
8-18     2F 

8-18  2F 

8-18  2F 

8-18  4A 

8-18  2E 

8-18  2E 

8-18  4A 

8-18  7C 

8-18  2L 

8-18  2L 

8-18  2L 

8-18  5B 

8-18  2L 

8-18  5B 

8-18  2L 

8-18  5A 

8-18  2L 

8-18  5B 

8-18  5G 

8-18  2G 

8-18  4A 

8-18  2B 

8-18  2B 

8-18  2B 

8-18  2L 

8-18  7B 

8-18  8C 

8-18  8B 

8-18  4D 

8-18  2B 

8-18  2B 

8-18  2B 

8-18  2B 

8-18  5C 

8-18  7B 

8-18  2A 

8-18  7B 

8-18  7C 

8-18  5B 

8-18  2K 

8-18  5C 

8-18  5C 

8-18  2J 

8-18  5C 

8-18  5C 

8-18  5C 

8-18  2G 


W75-09000 

8-18 

5C 

W75-09001 

8-18 

5C 

W75-09002 

8-18 

5C 

W75-09003 

8-18 

5C 

W75-09004 

8-18 

5C 

W75-09005 

8-18 

5C 

W75-09006 

8-18 

2H 

W75-09007 

8-18 

5C 

W75-09008 

8-18 

5C 

W75-09009 

8-18 

5C 

W75-09010 

8-18 

5C 

W75-09011 

8-18 

2H 

W75-09012 

8-18 

5C 

W75-09013 

8-18 

5C 

W75-09014 

8-18 

5C 

W75-09015 

8-18 

5C 

W 75-090 16 

8-18 

5C 

W75-09017 

8-18 

5C 

W75-09018 

8-18 

5C 

W75-09019 

8-18 

5C 

W75-09020 

8-18 

5C 

W75-09021 

8-18 

5C 

W75-09022 

8-18 

5C 

W75-09023 

8-18 

5C 

W75-09024 

8-18 

5C 

W75-09025 

8-18 

5C 

W75-09026 

8-18 

5C 

W75-09027 

8-18 

5C 

W75-09028 

8-18 

5C 

W75-09029 

8-18 

5C 

W75-09030 

8-18 

5C 

W75-09031 

8-18 

5C 

W75-09032 

8-18 

5C 

W75-09033 

8-18 

5C 

W75-09034 

8-18 

5G 

W75-09035 

8-18 

5C 

W75-09036 

8-18 

5C 

W75-09037 

8-18 

5C 

W75-09038 

8-18 

5C 

W75-09039 

8-18 

5C 

W75-09040 

8-18 

5C 

W 75-09041 

8-18 

5C 

W75-09042 

8-18 

5C 

W75-09043 

8-18 

5C 

W75-09044 

8-18 

5C 

W75-09045 

8-18 

5C 

W75-09046 

8-18 

4A 

W75-09047 

8-18 

4A 

W75-09048 

8-18 

4C 

W75-09049 

8-18 

3A 

W75-09050 

8-18 

5D 

W75-09051 

8-18 

2F 

W75-09052 

8-18 

5D 

W75-09053 

8-18 

6G 

W75-09054 

8-18 

6G 

W75-09055 

8-18 

6G 

W75-09056 

8-18 

6G 

W75-09057 

8-18 

6G 

W75-09058 

8-18 

6B 

W75-09059 

8-18 

5C 

W75-09060 

8-18 

5D 

W75-09061 

8-18 

5D 

W75-09062 

8-18 

5D 

W75-09063 

8-18 

5D 

W75-09064 

8-18 

5A 

W75-09065 

8-18 

5A 

W75-09066 

8-18 

5A 

W75-09067 

8-18 

5A 

W75-09068 

8-18 

5B 

W75-09069 

8-18 

5A 

W75-O9O70 

8-18 

5A 

W75-09071 

8-18 

5A 

W75-09072 

8-18 

5A 

W75-09073 

8-18 

5A 

W75-09074 

8-18 

5A 

W75-09075 

8-18 

5A 

W75-09076 

8-18 

5A 

W75-09077 

8-18 

2E 

W75-09078 

8-18 

4B 

W75-09157 

W75-09079 

8-18 

5C 

W 75-09080 

8-18 

5A 

W75-09081 

8-18 

4A 

W75-09082 

8-18 

5D 

W75-09083 

8-18 

5C 

W75-09084 

8-18 

4A 

W75-09085 

8-18 

4A 

W75-09086 

8-18 

4A 

W75-09087 

8-18 

4A 

W75-09088 

8-18 

4A 

W75-09089 

8-18 

4A 

W75-09090 

8-18 

4A 

W75-09091 

8-18 

4A 

W75-09092 

8-18 

4A 

W75-09093 

8-18 

6E 

W75-09094 

8-18 

6F 

W75-09095 

8-18 

4B 

W75-09096 

8-18 

4A 

W75-09097 

8-18 

4A 

W75-09098 

8-18 

4A 

W75-09099 

8-18 

4A 

W75-09100 

8-18 

4A 

W75-09101 

8-18 

4A 

W75-09102 

8-18 

4A 

W75-09103 

8-18 

4B 

W75-09104 

8-18 

4A 

W75-09105 

8-18 

2J 

W75-09106 

8-18 

6B 

W75-09107 

8-18 

5D 

W75-09108 

8-18 

4A 

W75-09109 

8-18 

4A 

W75-09110 

8-18 

4A 

W75-09111 

8-18 

4A 

W75-09112 

8-18 

4A 

W75-09U3 

8-18 

4A 

W75-09114 

8-18 

4A 

W75-09115 

8-18 

2E 

W75-09116 

8-18 

4A 

W75-09117 

8-18 

4A 

W75-09118 

8-18 

4A 

W75-09119 

8-18 

4A 

W75-09120 

8,-18 

4A 

W75-09121 

8-18 

4A 

W75-09122 

8-18 

4A 

W75-09123 

8-18 

6B 

W75-09124 

8-18 

8B 

W75-09125 

8-18 

5A 

W75-09126 

8-18 

5A 

W75-09127 

8-18 

5A 

W75-09128 

8-18 

6B 

W75-09129 

8-18 

2K 

W75-09130 

8-18 

5C 

W75-09131 

8-18 

5D 

W75-09132 

8-18 

5C 

W75-09133 

8-18 

5C 

W75-09134 

8-18 

5C 

W75-09135 

8-18 

5A 

W75-09136 

8-18 

5C 

W75-09137 

8-18 

5C 

W75-09138 

8-18 

5A 

W75-09139 

8-18 

5C 

W75-09140 

8-18 

5C 

W75-09141 

8-18 

5C 

W75-09142 

8-18 

5C 

W75-09143 

8-18 

7B 

W75-09144 

8-18 

5C 

W75-09145 

8-18 

5B 

W75-09146 

8-18 

5C 

W75-09147 

8-18 

5A 

W75-09148 

8-18 

5A 

W75-09149 

8-18 

5B 

W75-09150 

8-18 

5C 

W75-09151 

8-18 

5C 

W75-09152 

8-18 

3F 

W75-09153 

8-18 

5C 

W75-09154 

8-18 

5C 

W75-09155 

8-18 

5A 

W75-09156 

8-18 

5G 

W75-09157 

8-18 

5C 
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W75-09158 


W75-09158 

8-18 

7B 

W75-09237 

8-18 

8B 

W75-09316 

8-18 

5B 

W75-09395 

8-19 

5D 

W75-09159 

8-18 

5C 

W75-09238 

8-18 

8B 

W75-09317 

8-18 

2H 

W75-09396 

8-19 

5D 

W75-09160 

8-18 

5A 

W75-09239 

8-18 

2K 

W75-09318 

8-18 

3F 

W75-09397 

8-19 

5D 

W75-09161 

8-18 

5C 

W75-09240 

8-18 

6E 

W75-09319 

8-18 

5G 

W75-09398 

8-19 

5B 

W75-09162 

8-18 

2D 

W75-09241 

8-18 

6E 

W75-09320 

8-18 

21 

W75-09399 

8-19 

5D 

W75-09163 

8-18 

5B 

W75-09242 

8-18 

6E 

W75-09321 

8-18 

3F 

W75-09400 

8-19 

6D 

W75-09164 

8-18 

5C 

W75-09243 

8-18 

9D 

W75-09322 

8-18 

3B 

W75-09401 

8-19 

5E 

W75-09165 

8-18 

7C 

W75-09244 

8-18 

4A 

W75-09323 

8-18 

5G 

W75-09402 

8-19 

5E 

W75-09166 

8-18 

7C 

W75-09245 

8-18 

4A 

W75-09324 

8-18 

5D 

W75-09403 

8-19 

5D 

W75-09167 

8-18 

7C 

W75-09246 

8-18 

4D 

W75-09325 

8-18 

5G 

W75-09404 

8-19 

5D 

W75-09168 

8-18 

7C 

W75-09247 

8-18 

5C 

W75-09326 

8-18 

5D 

W75-09405 

8-19 

5D 

W75-09169 

8-18 

2E 

W75-09248 

8-18 

5G 

W75-09327 

8-18 

5G 

W75-09406 

8-19 

5D 

W75-09170 

8-18 

7C 

W75-09249 

8-18 

5G 

W75-09328 

8-18 

21 

W75-09407 

8-19 

5D 

W75-09171 

8-18 

7C 

W75-09250 

8-18 

5G 

W75-09329 

8-18 

4B 

W75-09408 

8-19 

5D 

W75-09172 

8-18 

7C 

W75-09251 

8-18 

5G 

W75-09330 

8-18 

2D 

W75-09409 

8-19 

5D 

W75-09173 

8-18 

4A 

W75-09252 

8-18 

5G 

W75-0933I 

8-18 

3F 

W75-09410 

8-19 

5D 

W75-09174 

8-18 

5B 

W75-09253 

8-18 

5G 

W75-09332 

8-18 

6G 

W75-09411 

8-19 

5E 

W75-09175 

8-18 

4A 

W75-09254 

8-18 

5G 

W75-09333 

8-18 

21 

W75-09412 

8-19 

5D 

W75-09176 

8-18 

2F 

W75-09255 

8-18 

5G 

W75-09334 

8-18 

5D 

W75-09413 

8-19 

5D 

W75-09177 

8-18 

5B 

W75-09256 

8-18 

5D 

W75-09335 

8-18 

5E 

W75-09414 

8-19 

5D 

W75-09178 

8-18 

4B 

W75-09257 

8-18 

6E 

W75-09336 

8-18 

5F 

W75-09415 

8-19 

81 

W75-09179 

8-18 

4B 

W75-09258 

8-18 

6E 

W75-09337 

8-18 

5D 

W75-09416 

8-19 

5D 

W75-09180 

8-18 

7C 

W75-09259 

8-18 

3B 

W75-09338 

8-18 

5B 

W75-09417 

8-19 

5D 

W75-09181 

8-18 

7C 

W75-09260 

8-18 

6E 

W75-09339 

8-18 

5D 

W75-09418 

8-19 

5D 

W75-09182 

8-18 

5A 

W75-09261 

8-18 

5G 

W75-09340 

8-18 

5D 

W75-09419 

8-19 

5D 

W75-09183 

8-18 

2F 

W75-09262 

8-18 

2G 

W75-09341 

8-18 

IOC 

W75-09420 

8-19 

5D 

W75-09184 

8-18 

4B 

W75-09263 

8-18 

2G 

W75-09342 

8-18 

3C 

W75-09421 

8-19 

5D 

W75-09185 

8-18 

6D 

W75-09264 

8-18 

5G 

W75-09343 

8-18 

6D 

W75-09422 

8-19 

7B 

W75-09186 

8-18 

4A 

W75-09265 

8-18 

6E 

W75-09344 

8-18 

5A 

W75-09423 

8-19 

3F 

W75-09187 

8-18 

4B 

W75-09266 

8-18 

2J 

W75-09345 

8-18 

5D 

W75-09424 

8-19 

3F 

W75-09188 

8-18 

4B 

W75-09267 

8-18 

2B 

W75-09346 

8-18 

5D 

W75-09425 

8-19 

3F 

W75-09189 

8-18 

5C 

W75-09268 

8-18 

2B 

W75-09347 

8-18 

5D 

W75-09426 

8-19 

3F 

W75-09190 

8-18 

5B 

W75-09269 

8-18 

5A 

W75-09348 

8-18 

5B 

W75-09427 

8-19 

3F 

W75-09191 

8-18 

5B 

W75-09270 

8-18 

7A 

W75-09349 

8-18 

5D 

W75-09428 

8-19 

3F 

W75-09192 

8-18 

8G 

W75-09271 

8-18 

7C 

W75-09350 

8-18 

5D 

W75-09429 

8-19 

4D 

W75-09193 

8-18 

2B 

W75-09272 

8-18 

2B 

W75-09351 

8-19 

21 

W75-09430 

8-19 

3F 

W75-09194 

8-18 

2B 

W75-09273 

8-18 

2L 

W75-09352 

8-19 

5D 

W75-09431 

8-19 

3C 

W75-09195 

8-18 

2B 

W75-09274 

8-18 

2L 

W75-09353 

8-19 

3E 

W75-09432 

8-19 

3F 

W75-09196 

8-18 

2D 

W75-09275 
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W75-09810 

8-19 

5A 

W75-09811 

8-19 

8A 

W75-09812 

8-19 

8A 

W75-09813 

8-19 

4A 

W75-09814 

8-19 

8A 

W75-09815 

8-19 

8A 

W75-09816 

8-19 

8D 

W75-09817 

8-19 

5D 

W75-09818 

8-19 

8C 

W75-09819 

8-19 

8D 

W75-09820 

8-19 

5G 

W75-09821 

8-19 

8A 

W75-09822 

8-19 

8A 

W75-09823 

8-19 

5G 

W75-09824 

8-19 

8A 

W75-09825 

8-19 

8A 

W75-09826 

8-19 

8A 

W75-09827 

8-19 

6E 

W75-09828 

8-19 

6E 

W75-09829 

8-19 

6E 

W75-09830 

8-19 

6E 

W75-09831 

8-19 

6E 

W75-09832 

8-19 

6E 

W75-09833 

8-19 

6E 

W75-09834 

8-19 

6E 

W75-09835 

8-19 

5G 

W75-09836 

8-19 

6E 

W75-09837 

8-19 

6B 

W75-09838 

8-19 

5G 

W75-09839 

8-19 

6E 

W75-09840 

8-19 

6E 

W75-09841 

8-19 

5G 

W75-09842 

8-19 

SB 

W75-09843 

8-19 

6E 

W7S-09844 

8-19 

5G 

W75-09845 

8-19 

5G 

W75-09846 

8-19 

5G 

W75-09847 

8-19 

6E 

W75-09848 

8-19 

5G 

W75-09849 

8-19 

5G 

W75-09850 

8-19 

6E 

W75-09851 

8-20 

6A 

W75-09852 

8-20 

3A 

W75-09853 

8-20 

2D 

W75-09854 

8-20 

6B 

W75-09855 

8-20 

6E 

W75-09856 

8-20 

2F 

W75-09857 

8-20 

6B 

W75-09858 

8-20 

2J 

W75-09859 

8-20 

5D 

W75-09860 

8-20 

2D 

W75-09861 

8-20 

4A 

W75-09862 

8-20 

5G 

W 75-09863 

8-20 

8C 

W75-09864 

8-20 

3A 

W75-09365 

8-20 

5A 

W75-09866 

8-20 

7B 

W75-09867 

8-20 

5D 

W75-09868 

8-20 

5G 

W75-09869 

8-20 

5D 

W75-09870 

8-20 

5D 

W75-09871 

8-20 

4A 

W75-09872 

8-20 

3F 

W75-09873 

8-20 

3F 

W75-09874 

8-20 

5D 

W75-09875 

8-20 

5D 

W75-09876 

8-20 

5E 

W75-09877 

8-20 

3A 

W75-09878 

8-20 

5A 

W75-09879 

8-20 

8A 

W75-09880 

8-20 

4B 

W75-09881 

8-20 

3E 

W75-09882 

8-20 

5D 

W75-09883 

8-20 

5D 

W75-09884 

8-20 

5D 

W75-09885 

8-20 

5G 

W75-09886 

8-20 

6E 

W75-09887 

8-20 

5G 

W75-09888 

8-20 

6E 

W75-09889 

8-20 

5G 

W75-09890 

8-20 

5A 

W75-09891 

8-20 

5A 

W75-09892 

8-20 

5D 

W75-09893 

8-20 

2F 

W75-09894 

8-20 

6B 

W75-09895 

8-20 

6B 

W75-09896 

8-20 

5C 

W75-09897 

8-20 

5C 

W75-09898 

8-20 

6B 

W75-09899 

8-20 

5D 

W75-0990O 

8-20 

5B 

W  7  5-09901 

8-20 

5B 

W75-09902 

8-20 

5C 

W75-09903 

8-20 

5C 

W75-09904 

8-20 

5A 

W75-09905 

8-20 

5C 

W75-09906 

8-20 

5C 

W75-09907 

8-20 

5A 

W75-09908 

8-20 

5C 

W75-09909 

8-20 

5C 

W75-09910 

8-20 

5F 

W75-09911 

8-20 

5D 

W75-09912 

8-20 

5D 

W75-09913 

8-20 

5D 

W 75-099 14 

8-20 

5D 

W75-09915 

8-20 

5B 

W75-09916 

8-20 

5D 

W  7  5-099 17 

8-20 

5B 

W75-09918 

8-20 

3F 

W75-09919 

8-20 

4C 

W75-09920 

8-20 

5D 

W75-09921 

8-20 

5D 

W75-09922 

8-20 

5D 

W75-09923 

8-20 

5F 

W75-09924 

8-20 

5D 

W75-09925 

8-20 

5D 

W75-09926 

8-20 

5D 

W75-09927 

8-20 

5D 

W75-09928 

8-20 

5D 

W75-09929 

8-20 

5D 

W75-09930 

8-20 

5D 

W75-09931 

8-20 

5D 

W75-09932 

8-20 

5D 

W75-09933 

8-20 

5D 

W75-09934 

8-20 

5D 

W75-09935 

8-20 

5D 

W75-09936 

8-20 

5D 

W75-09937 

8-20 

5D 

W75-09938 

8-20 

5E 

W75-09939 

8-20 

5D 

W75-09940 

8-20 

5D 

W75-09941 

8-20 

5D 

W75-09942 

8-20 

4A 

W75-09943 

8-20 

4A 

W75-09944 

8-20 

3B 

W75-09945 

8-20 

3B 

W75-09946 

8-20 

3B 

W75-09947 

8-20 

3B 

W75-09948 

8-20 

3B 

W75-09949 

8-20 

3B 

W75-09950 

8-20 

3B 

W75-09951 

8-20 

3B 

W75-09952 

8-20 

3B 

W75-09953 

8-20 

3B 

W75-09954 

8-20 

3B 

W75-09955 

8-20 

2B 

W75-09956 

8-20 

2B 

W75-09957 

8-20 

3B 

W75-09958 

8-20 

3B 

W75-09959 

8-20 

2C 

W75-09960 

8-20 

3B 

W75-09961 

8-20 

3B 

W75-09962 

8-20 

3B 

W75-09963 

8-20 

3B 

W75-09964 

8-20 

3B 

W75-09965 

8-20 

3B 

W75-09966 

8-20 

2B 

W75-09967 

8-20 

3B 

W  7  5-09968 

8-20 

2B 

W75-09969 

8-20 

3B 

W75-09970 

8-20 

2B 

W75-09971 

8-20 

3B 

W75-09972 

8-20 

2B 

W75-09973 

8-20 

3B 

W75-09974 

8-20 

3B 

W75-09975 

8-20 

3B 

W  75-09976 

8-20 

2B 

W75-09977 

8-20 

2B 

W75-09978 

8-20 

3B 

W75-09979 

8-20 

2B 

W 75-09980 

8-20 

3B 

W75-09981 

8-20 

3B 

W75-09982 

8-20 

3B 

W75-09983 

8-20 

3B 

W75-09984 

8-20 

3B 

W75-09985 

8-20 

3B 

W75-09986 

8-20 

7B 

W75-09987 

8-20 

3B 

W75-09988 

8-20 

2B 

W75-09989 

8-20 

2B 

W75-09990 

8-20 

3B 

W75-09991 

8-20 

3B 

W75-09992 

8-20 

6B 

W75-09993 

8-20 

3B 

W75-09994 

8-20 

7C 

W75-09995 

8-20 

3B 

W75-09996 

8-20 

2B 

W75-09997 

8-20 

2B 

W75-09998 

8-20 

3B 

W75-09999 

8-20 

7A 

W 75- 10000 

8-20 

3B 

W75-10001 

8-20 

3B 

W75-10O02 

8-20 

3B 

W75-1OO03 

8-20 

6G 

W75-10004 

8-20 

6B 

W75-10005 

8-20 

6B 

W75-10006 

8-20 

6B 

W75-10O07 

8-20 

6B 

W75-10O08 

8-20 

6F 

W75-10O09 

8-20 

2B 

W75-10010 

8-20 

5C 

W75-10011 

8-20 

5C 

W75-10012 

8-20 

6B 

W75-10013 

8-20 

5G 

W75-10014 

8-20 

5C 

W75-10015 

8-20 

IOC 

W75-10016 

8-20 

5B 

W75-10017 

8-20 

8B 

W75-10018 

8-20 

5A 

W75-10019 

8-20 

5G 

W75-10020 

8-20 

5C 

W75-10O21 

8-20 

5C 

W75-10022 

8-20 

5B 

W75-10023 

8-20 

5B 

W75-10024 

8-20 

5B 

W75-10025 

8-20 

5A 

W75-10026 

8-20 

5A 

W75-10027 

W75-10028 

W75-10029 

W75-10030 

W75-10031 

W75-10032 

W75-10033 

W75-10034 

W75-1O035 

W75-10036 

W75-10037 

W75-10038 

W75-10039 

W75-10040 

W75-10041 

W75- 10042 

W75-10043 

W75-10044 

W75-10045 

W75-10046 

W  75- 10047 

W75-10048 

W75-10049 

W75-10050 

W75-10051 

W75-10052 

W75-10O53 

W75-10054 

W75-10055 

W75-10056 

W75-10057 

W75-10O58 

W75-10059 

W75-10060 

W75-10061 

W75- 10062 

W75-10063 

W75-10O64 

W75-10065 

W75-10066 

W75-10067 

W75-10O68 

W75-10069 

W75-10070 

W75-10071 

W75-10072 

W75-10073 

W75-10074 

W75-10075 

W75-10076 

W75-10077 

W75-10078 

W75-10079 

W75-10080 

W75-10081 

W75-10082 

W75-10083 

W75-10084 

W75-10085 

W75-10086 

W75-10087 

W75-10088 

W75-10089 

W75-10090 

W75-10O91 

W75-10092 

W75-10093 

W75-10094 

W75-10095 

W75-10096 

W75-10O97 

W75-10098 

W75-10099 

W75-10100 

W75-10101 

W75-10102 

W75-10103 

W75-10104 

W75-10105 


8-20  5A 

8-20  5D 

8-20  81 

8-20  5A 

8-20  5A 

8-20  5A 

8-20  5C 

8-20  5 A 

8-20  5A 

8-20  5A 

8-20  5D 

8-20  5D 

8-20  5G 

8-20  5D 

8-20  5A 

8-20  5B 

8-20  5D 

8-20  5A 

8-20  5D 

8-20  5B 

8-20  5D 

8-20  5A 

8-20  5A 

8-20  2B 

8-20  2D 

8-20  2B 

8-20  2B 

8-20  2B 

8-20  7B 

8-20  2B 

8-20  3B 

8-20  5B 

8-20  8B 

8-20  8B 

8-20  8B 

8-20  8B 

8-20  2F 

8-20  7C 

8-20  7C 

8-20  7C 

8-20  7C 

8-20  7C 

8-20  7C 

8-20  7C 

8-20  7C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  3F 

8-20  2F 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  3F 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5C 

8-20  5A 

8-20  5D 

8-20  7B 

8-20  2L 

8-20  81 

8-20  5C 

8-20  5C 

8-20  5C 
8-20  5C 
8-20     5C 


A-32 
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W75-10421 


W75-I0I06 

W75-I0107 

W75-I0I08 

W75-I0109 

W75-I0U0 

W75-1011I 

W75-10I12 

W75-10113 

W75-10114 

W75-101I5 

W75-10I16 

W75-I0117 

W75-101I8 

W75-10I19 

W75-10I20 

W75-10121 

W75-10122 

W75-10123 

W75-10124 

W75-10125 

W75-10126 

W75-10127 

W75-10128 

W75-10I29 

W75-10130 

W75-10131 

W75-10132 

W75-10133 

W75-10134 

W75-10135 

W75-10136 

W75-10137 

W75-10138 

W75-10139 

W75-10140 

W75-10141 

W75-10142 

W75-10143 

W75-10144 

W75-10145 

W75-10146 

W75-10147 

W75-10148 

W75-10149 

W75-10150 

W75-1015I 

W75-10152 

W75-10153 

W75-10154 

W75-10I55 

W75-10156 

W75-10157 

W75-10158 

W75-10159 

W75-10160 

W75-10161 

W75-10162 

W75-10163 

W75-10164 

W75-10165 

W75-10166 

W75-I0167 

W75-I0I68 

W75-10I69 

W75-I0I70 

W75-10171 

W75-10I72 

W75-I0173 

W75-I0I74 

W75-I0175 

W75-I0I76 

W75-I0I77 

W75-10178 

W75-I0179 

W75-10I80 

W75-10I8I 

W75-10I82 

W75-10I83 

W75-I0I84 


8-20     2L 
8-20     2L 
8-20     7A 
8-20     2L 
8-20     2L 
8-20     2L 
8-20     5A 
8-20     5C 
8-20     21 
8-20     5C 
8-20     6B 
8-20     6B 
8-20     6C 
8-20     3E 
8-20     6B 
8-20     5G 
8-20     5C 
8-20     5D 
8-20     5D 
8-20     5D 
8-20     6B 
8-20     5C 
8-20     6B 
8-20     6B 
8-20     6E 
8-20     6B 
8-20     5G 
8-20     5C 
8-20     2E 
8-20     SA 
8-20     4C 
8-20     5D 
8-20     2G 
8-20     8B 
8-20     5C 
8-20     2J 
8-20     4B 
8-20     2F 
8-20     7C 
8-20     2K 
8-20     2F 
8-20     4B 
8-20     7C 
8-20     7C 
8-20     7C 
8-20     7C 
8-20     4B 
8-20     7C 
8-20     7C 
8-20     2E 
8-20     4B 
8-20     5B 
8-20     2F 
8-20     4A 


8-20  5B 
8-20  5B 
8-20  2J 
8-20  5B 
8-20  6G 
8-20  4A 
8-20  2E 
8-20  4B 
8-20  5A 
8-20  5D 
8-20  5D 
8-20     5F 

8-20  5A 

8-20  5G 

8-20  5D 

8-20  5G 

8-20  6E 

8-20  5B 

8-20  5G 

8-20  5G 

8-20  5G 

8-20  6G 

8-20  4B 

8-20  5D 

8-20  5B 


W75-10I85 

W75-I0I86 

W75-I0I87 

W75-I0188 

W75-I0189 

W75-10190 

W75-10I91 

W75-10192 

W75-10193 

W75-10194 

W75-10195 

W75-10196 

W75-I0197 

W75-10198 

W75- 10199 

W75-1020O 

W75-10201 

W 75- 10202 

W75-10203 

W75-10204 

W75-10205 

W75- 10206 

W75-10207 

W75-10208 

W75- 10209 

W75-10210 

W75-10211 

W75-10212 

W75-10213 

W75-10214 

W75-10215 

W75-10216 

W75-10217 

W75-10218 

W75-10219 

W75-10220 

W75- 10221 

W75- 10222 

W75-10223 

W75-10224 

W75-10225 

W75- 10226 

W75-10227 

W75-10228 

W75-10229 

W75-10230 

W75- 10231 

W75-10232 

W75-10233 

W75-10234 

W75-10235 

W75-10236 

W75- 10237 

W75-10238 

W75-10239 

W75-10240 

W75-10241 

W75- 10242 

W75-10243 

W75- 10244 

W75- 10245 

W75- 10246 

W75-10247 

W75-10248 

W75- 10249 

W75-10250 

W75-10251 

W75-10252 

W75-I0253 

W75- 10254 

W75-10255 

W75- 10256 

W75-I0257 

W75- 10258 

W75- 10259 

W75- 10260 

W75-I0261 

W75-I0262 

W75-10263 


8-20     5A 
8-20     5G 
8-20     5A 
8-20     5A 
8-20     5D 
8-20     5D 
8-20     5A 
8-20     5D 
8-20     5D 
8-20     5D 
8-20     5D 
8-20     5A 
8-20     5D 
8-20     6G 
8-20     5D 
8-20     5D 
8-20     6E 
8-20     5G 
8-20     3D 
8-20     4A 
8-20     5G 
8-20     5G 
8-20     3C 
8-20     4A 
8-20     4B 
8-20     8B 
8-20     5G 
8-20     3F 
8-20     5F 
8-20     5D 
8-20     5B 
8-20     8B 
8-20     5B 
8-20     9A 
8-20     4A 
8-20     7C 
8-20     8A 
8-20     6B 
8-20     6A 
8-20     6A 
8-20     5D 
8-20     5D 
8-20     5D 
8-20     5D 
8-20     5D 
8-20     5D 
8-20     8D 
8-20     5A 
8-20     5A 
8-20     5G 
8-20     5A 
8-20     5D 
8-20     5A 


8-20  5G 
8-20  5D 
8-20  5D 
8-20  5G 
8-20  5D 
8-20  5D 
8-20  5D 
8-20     3F 

8-20  5D 

8-20  5B 

8-20  7A 

8-20  5A 

8-20  5A 

8-20  5A 

8-20  5B 

8-20  5D 

8-20  5A 

8-20  5A 

8-20  5D 

8-20  5C 

8-20  5  A 

8-20  5D 

8-20  5C 

8-20  5D 

8-20  5G 

8-20  5A 


W75-10264 

W75-10265 

W75-I0266 

W75-I0267 

W75-10268 

W75-I0269 

W75-10270 

W75-10271 

W75-10272 

W75-10273 

W75-10274 

W75-10275 

W75-10276 

W75-10277 

W75-10278 

W75-10279 

W75-10280 

W75-10281 

W75-10282 

W75-10283 

W75-10284 

W75-10285 

W75-10286 

W75-10287 

W75-10288 

W75-10289 

W75- 10290 

W75-10291 

W75-10292 

W75-10293 

W75-10294 

W75-10295 

W75-10296 

W75-10297 

W75-10298 

W75-10299 

W75-10300 

W75-10301 

W75-10302 

W75-10303 

W75-10304 

W75-10305 

W75-10306 

W75-10307 

W75-10308 

W75-10309 

W75-10310 

W75-10311 

W75-10312 

W75-10313 

W75-10314 

W75-10315 

W75-10316 

W75-10317 

W75-10318 

W75-10319 

W75-10320 

W75-1032I 

W75-10322 

W75-10323 

W75-10324 

W75-10325 

W75-10326 

W75-10327 

W75-10328 

W 75- 103 29 

W75-10330 

W75-10331 

W75-10332 

W75-10333 

W75-10334 

W75-10335 

W75-10336 

W75-10337 

W75-10338 

W75-10339 

W75-10340 

W75-10341 

W75-10342 


8-20     5D 
8-20     5D 
8-20     5A 
8-20     5D 
8-20     5A 
8-20     5A 
8-20     5G 
8-20     5D 
8-20     5A 
8-20     5D 
8-20     5D 
8-20     5D 
8-20     8C 
8-20     8C 
8-20     5D 
8-20     5D 
8-20     5F 
8-20     5F 
8-20     5D 
8-20     4B 
8-20     5E 
8-20     5G 
8-20     5G 
8-20     5G 
8-20     6G 
8-20     6G 
8-20     6E 
8-20     5G 
8-20     8A 
8-20     8D 
8-20     4D 
8-20     4A 
8-20     8A 
8-20     8A 
8-20     8A 
8-20     8A 
8-20     4A 
8-20     6E 
8-20     5G 
8-20     5G 
8-20     6E 
8-20     6E 
8-20     6E 
8-20     6E 
8-20     6E 
8-20     6G 
8-20     5G 
8-20     5G 
8-20     6E 
8-20  .  6E 
8-20     6E 
8-20     6E 
8-20     6E 
8-20     6E 
8-20     5G 
8-20     4A 
8-20     6G 
8-20     5D 
8-20     5G 
8-20     5G 
8-20     5G 
S-20     5G 
8-20     5G 
!-20     5G 
8-20     5G 
S-20     5G 
S-20     5G 
!-20     8A 
1-20     5G 
!-20     5G 
!-20     5G 
1-20     5G 
-20     5G 


8-20  5G 

8-20  2L 

8-20  9D 

8-20  8C 

8-20  5D 

8-20  6B 


W75-10343 

W75- 10344 

W75-I0345 

W75-10346 

W75-I0347 

W75-I0348 

W75-10349 

W75-10350 

W75-I0351 

W75-10352 

W75-10353 

W75-10354 

W75-10355 

W75-I0356 

W75-10357 

W75-10358 

W75-10359 

W75-10360 

W75-10361 

W75-10362 

W75- 10363 

W75- 10364 

W75-10365 

W75-10366 

W75-10367 

W75- 10368 

W75- 10369 

W75- 10370 

W75-10371 

W75-10372 

W75-10373 

W75- 10374 

W75-10375 

W75- 10376 

W75-10377 

W75-10378 

W75-10379 

W75-10380 

W75-10381 

W75-10382 

W75-10383 

W75-10384 

W75-10385 

W75-10386 

W75-10387 

W75-10388 

W75-10389 

W75- 10390 

W75-10391 

W75-10392 

W75-10393 

W75-10394 

W75-10395 

W75-10396 

W75-10397 

W75-10398 

W75-10399 

W75- 10400 

W75- 10401 

W75-10402 

W 75- 10403 

W75- 10404 

W75- 10405     8 

W75-10406     8 

W75-10407 

W75-10408     8 

W75-10409     8 

W75-10410 

W75-10411 

W75-10412 

W75-10413     8 

W75-10414     8 

W75-10415     8 

W75-10416     8 

W75-10417     8 

W75-10418     8 

W75-10419     8 

W75-10420     8 

W75-1042I      8 


8-20  6B 

8-20  6B 

8-20  6B 

8-20  5D 

8-20  5D 

8-20  5D 

8-20  8C 

8-20  5A 


8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 


5B 
2A 
6C 
6B 
6B 
5G 
5G 
6B 
6E 


8-21      6C 
8-21     6C 


8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 


81 
8A 
8G 
5D 
5D 
2G 
5D 
5D 
3E 
5D 
5D 
5E 
5D 
21 


8-21      5D 
8-21      5C 


8-21 
8-21 
8-21 


5D 
5D 
5D 


8-21      5D 
8-21      5D 


8-21 
8-21 
8-21 
8-21 


5F 
5G 

5A 
5A 


8-21  5C 

8-21  5C 

8-21  5D 

8-21  5D 

8-21  5F 

8-21  5A 


1-21 
:-21 

-21 
-21 

-21 


5D 
5D 
5D 
5D 
5D 


-21     5E 
-21     5D 


5D 
5D 
5D 


-21  5C 

-21  3B 

21  3B 

21  3B 


-21 
21 

-21 
21 


5C 

5A 
5C 
5C 


-21  5C 

-21  5C 

-21  5C 

21  5B 


5C 

5A 
5C 
5C 
5A 
5C 
3F 


A-33 


ACCESSION  NUMBER  INDEX 


W75-10422 

W75-10422 

W75-10423 

W75-10424 

W75-10425 

W75-10426 

W75-10427 

W75- 10428 

W75-10429 

W75-10430 

W75-10431 

W75-10432 

W75-10433 

W75-10434 

W75-10435 

W75-10436 

W75-10437 

W75-10438 

W75-10439 

W75-10440 

W75-10441 

W75-10442 

W75-10443 

W75-10444 

W75-10445 

W75-10446 

W75-10447 

W75-10448 

W75-10449 

W75-10450 

W75-10451 

W75- 10452 

W75-10453 

W75-10454 

W75- 10455 

W75-10456 

W75-10457 

W75-10458 

W75-10459 

W75-10460 

W75-10461 

W75-10462 

W75-10463 

W75- 10464 

W75-10465 

W75-10466 

W75-10467 

W75-10468 

W75- 10469 

W75- 10470 

W75-10471 

W75-10472 

W75-10473 

W75-10474 

W75-10475 

W75-10476 

W75-10477 

W75-10478 

W75-10479 

W75-10480 

W75-10481 

W75-10482 

W75-10483 

W75-10484 

W75- 10485 

W75-10486 

W75-10487 

W75-10488 

W75-10489 

W75-10490 

W75-10491 

W75- 10492 

W75- 10493 

W75- 10494 

W75-10495 

W75- 10496 

W75-10497 

W75-10498 

W75- 10499 

W75-10500 

A-34 


8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 


5C 

5C 

5C 

5C 

5C 

5C 

5C 

5C 

5A 

5C 

5A 

5C 

5C 

5C 

5C 

5C 

5C 

5C 

5C 

5C 

5A 

5A 

5C 

5C 

5B 

5C 

5C 

5C 

5C 

5C 

5D 

IOC 

2C 

2C 

2C 

2C 

2C 

2C 

6D 

2C 

2C 

2C 

5B 

5D 

5G 

5B 

5G 

5G 

5G 

5G 

5B 

5D 

5G 

5D 

5A 

5B 

5A 

5B 

5C 

5B 

5A 

5B 

5A 

5A 

5C 

5G 

21 

5A 

5A 

5C 

2K 

2K 

2K 

5A 

3F 

2K 

2K 

2K 

5D 


W75-1O501 

W75-10502 

W75-10503 

W75-10504 

W75-10505 

W75-10506 

W75-10507 

W75-10508 

W75-10509 

W75-10510 

W75-10511 

W75-10512 

W75-10513 

W75-10514 

W75-10515 

W75-10516 

W75-10517 

W75-10518 

W75-10519 

W75-10520 

W75-10521 

W75-10522 

W75-10523 

W75-10524 

W75-10525 

W75-10526 

W75-10527 

W75-10528 

W75-10529 

W75-10530 

W75-10531 

W75-10532 

W75-10533 

W75-10534 

W75-10535 

W75-10536 

W75-10537 

W75-10538 

W75-10539 

W75-10540 

W75-10541 

W75-10542 

W75-10543 

W75-10544 

W75-10545 

W75-10546 

W75-10547 

W75-10548 

W75-10549 

W75-10550 

W75-10551 

W75-10552 

W75-10553 

W75-10554 

W75-10555 

W75-10556 

W75-10557 

W75-10558 

W75-10559 

W75-10560 

W75-10561 

W75-10562 

W75-10563 

W75- 10564 

W75-10565 

W75-10566 

W75-10567 

W75-10568 

W75-10569 

W75-10570 

W75-10571 

W75-10572 

W75-10573 

W75-10574 

W75-10575 

W75-10576 

W75-10577 

W75-10578 

W75-10579 


8-21     5F 
8-21     2C 


8-21  2C 

8-21  2C 

8-21  2L 

8-21  4B 

8-21  2A 

8-21  2  A 

8-21  2E 

8-21  2A 

8-21  2E 

8-21  2E 

8-21  2B 

8-21  2B 

8-21  2B 

8-21  2B 

8-21  2B 

8-21  2B 

8-21  2B 

8-21  2B 

8-21  2B 

8-21  2J 

8-21  2E 

8-21  2J 

8-21  2E 

8-21  5B 

8-21  2E 

8-21  2E 


8-21 
8-21 
8-21 


2B 

2E 
2E 


8-21  2C 
8-21  2C 
8-21     2L 


8-21 
8-21 


2E 
7B 


8-21  2H 

8-21  5C 

8-21  2C 

8-21  2J 


8-21 
8-21 


5D 
5B 


8-21  4A 

8-21  8B 

8-21  7B 

8-21  2F 


8-21 
8-21 


2H 
2H 


8-21  2H 

8-21  2H 

8-21  2  A 

8-21  2L 

8-21  8H 

8-21  2L 


8-21 
8-21 
8-21 
8-21 
8-21 


8H 
8B 
3F 
5B 

4A 


8-21      4A 
8-21      4A 


8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 


4A 

4A 

4A 

4A 

4A 

4A 

4A 

4A 

4A 

4A 

4A 

5B 

4A 

4A 

4A 

4A 

4A 

4A 


W75-10580 

W75-10581 

W75-10582 

W75-10583 

W75-10584 

W75-10585 

W75-10586 

W75-10587 

W75-10588 

W75-10589 

W75-10590 

W75-10591 

W75-10592 

W75-10593 

W75-10594 

W75-10595 

W75-10596 

W75-10597 

W75-10598 

W75-10599 

W75-10600 

W75-10601 

W75-10602 

W75-10603 

W75-10604 

W75-10605 

W75-I0606 

W75-10607 

W75-10608 

W75- 10609 

W75-10610 

W75-10611 

W75-10612 

W75-10613 

W75-10614 

W75-10615 

W75-10616 

W75-10617 

W75-10618 

W75-10619 

W75-1O620 

W75-10621 

W75-10622 

W75-10623 

W75-10624 

W75-10625 

W75-10626 

W75-10627 

W75-10628 

W75-10629 

W75-10630 

W75-10631 

W75-10632 

W75-10633 

W75-10634 

W75-10635 

W75-10636 

W75-10637 

W75-10638 

W75-10639 

W75-10640 

W75-10641 

W75-10642 

W75-10643 

W75-10644 

W75-10645 

W75-10646 

W75-10647 

W75-10648 

W75-10649 

W7<  10650 

W75-10651 

W75-10652 

W75-10653 

W75-10654 

W75-10655 

W75-10656 

W75-10657 

W75-10658 


-21      7C 
1-21      3E 


8-21     4B 
8-21      5A 
8-21     2F 
8-21     3B 
8-21     2J 
8-21      4A 
8-21     4C 
8-21      4A 
8-21      5A 
8-21     7C 
8-21     2C 
8-21     7C 
8-21     8B 
8-21     7C 
8-21     7C 
8-21      4B 
8-21      4B 
8-21     2F 
8-21     5B 
8-21     5B 
8-21     4C 
8-21     3F 
8-21      7C 
8-21      2E 
8-21      2F 
8-21     5G 
8-21     5G 
8-21     5C 
8-21     5C 
8-21      5A 
8-21      5C 
8-21      5C 
8-21      5A 
8-21     5C 
8-21     5B 
8-21     5C 
8-21     5A 
8-21     5C 
8-21     5B 
8-21     5C 
8-21     5A 
8-21     5C 
8-21     5C 
8-21     5C 
8-21      5C 
8-21     5C 
8-21     5C 
8-21     5C 
8-21     5C 
8-21     5G 
8-21     5B 
8-21     5G 
8-21     5G 
8-21     5G 
8-21     5C 
8-21      5C 
8-21      5C 
8-21      5G 
8-21     5B 
8-21     5C 
8-21     5C 
8-21     6B 
8-21     5D 
8-21     5D 
8-21      2A 
8-21      4C 
8-21     5B 
8-21     5A 
8-21      7B 
8-21     2C 
8-21     7 A 
8-21     2C 
8-21      4A 
8-21      4D 
8-21      8C 
8-21      2C 
8-21      21 


W75-10659 

W75-10660 

W75-10661 

W75-10662 

W75-10663 

W75-10664 

W75-10665 

W75-10666 

W75- 10667 

W75-10668 

W75-10669 

W75-10670 

W75-10671 

W75-10672 

W75-10673 

W75-10674 

W75-10675 

W75-10676 

W75-10677 

W75-10678 

W75-10679 

W 75- 10680 

W75-10681 

W75-10682 

W75-10683 

W75-10684 

W75-10685 

W75-10686 

W75-10687 

W75-10688 

W75- 10689 

W75-10690 

W75-10691 

W75-10692 

W75-I0693 

W75-10694 

W75-10695 

W75- 10696 

W75-10697 

W75-10698 

W75-10699 

W75-10700 

W75-10701 

W75- 10702 

W75- 10703 

W75-10704 

W75-10705 

W75-10706 

W75-10707 

W75-10708 

W75-10709 

W75-10710 

W75-10711 

W75-10712 

W75-10713 

W75-10714 

W75-10715 

W75-10716 

W75-10717 

W75-10718 

W75-10719 

W75-10720 

W75-10721 

W75-10722 

W75-10723 

W75-10724 

W75-10725 

W75-10726 

W75-10727 

W75-10728 

W75-10729 

W75-1073O 

W75-10731 

W75-10732 

W75-10733 

W75-10734 

W75-10735 

W75-10736 

W75-10737 


8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 

8-21 


2C 

3B 

8A 

8B 

8B 

8B 

8B 

8B 

8B 

8B 

8B 

8B 

5D 

5D 

5D 

5D 

5D 

5D 

5G 

5D 

5D 

5C 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5A 

5D 

5A 

5B 

2C 

2C 

5C 

2C 

5C 

5C 

5C 

5C 

5C 

5C 

5C 

5C 

5C 

5F 

6C 

6C 

5D 

4C 

3D 

5F 

3D 

3D 

3F 

21 

2E 

5D 

5D 

5D 

4A 

3F 

5D 

6B 

5C 

3A 

5G 

4A 

5G 

5D 

5D 

5D 

5D 

3A 

4A 

5D 

5D 

5D 
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W75-11053 


W7S-I0738 

W75-I0739 

W75-I0740 

W75-10741 

W75-I0742 

W75- 1074.1 

W75- 10744 

W75-10745 

W75- 10746 

W75-10747 

W75-10748 

W75-10749 

W75-10750 

W75-10751 

W75-10752 

W75-10753 

W75-10754 

W75-10755 

W75-I0756 

W75-10757 

W75-10758 

W75-10759 

W75-10760 

W75-10761 

W75-10762 

W75-10763 

W75-10764 

W75- 10765 

W75-10766 

W75- 10767 

W75-10768 

W75- 10769 

W75-10770 

W75-1077! 

W75-10772 

W75-10773 

W75- 10774 

W75-10775 

W75-10776 

W75- 10777 

W75-10778 

W75- 10779 

W75- 10780 

W75-10781 

W75- 10782 

W75-10783 

W75-10784 

W75-10785 

W75-10786 

W75-10787 

W75-10788 

W75- 10789 

W75-10790 

W75-10791 

W75-I0792 

W75- 10793 

W75- 10794 

W75- 10795 

W75-10796 

W75- 10797 

W75- 10798 

W75- 10799 

W75- 10800 

W75-1080I 

W75-I0802 

W75-I0803 

W75-I0804 

W75-I0805 

W75-I0806 

W75- 10807 

W75-I0808 

W75-I0809 

W75-10810 

W75-108I1 

W75-108I2 

W75-10813 

W75-I08I4 

W75  10815 

W7510816 


8-21      5D 
8-21      5D 


8-21 
8-21 
8-21 
8-21 
8-21 
8-21 


5D 
5B 
5G 
5D 
5B 
5D 


8-21     5B 
8-21     5G 


8-21 
8-21 
8-21 


5G 
5D 
5D 


8-21  5G 

8-21  5B 

8-21  5B 

8-21  5B 


8-21 
8-21 


5G 
5D 


8-21     5G 

8-21      5D 


8-21 
8-21 
8-21 
8-21 


5D 
5D 
5D 
5D 


8-21      5D 
8-21     5D 


8-21 
8-21 
8-21 


5C 
SB 
5G 


8-21  5D 

8-21  4A 

8-21  5B 

8-21  6D 

8-21  6D 

8-21  4A 


8-21 
8-21 
8-21 
8-21 
8-21 
8-21 


3B 
3B 
3B 
3B 

4B 
5B 


8-21     4 A 
8-21      4B 


8-21 

8-21 
8-21 
8-21 
8-21 
8-21 
8-21 


4A 
4A 
3F 
3F 
8B 
8C 
8C 


8-21  8C 

8-21  4C 

8-21  3F 

8-21  3F 


8-21 
8-21 


4A 

4A 


8-21     6G 
8-21      5G 


8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 


4A 
5D 
2D 
3C 
3F 
5G 
5B 


8-21      5G 
8-21      5G 


8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 
8-21 


6B 
6B 
6B 
6B 

6A 
6A 
6A 
6A 
6A 
6A 


1-21      6A 


W75-10817 

W75-10818 

W75-10819 

W75-10820 

W75-10821 

W75-10822 

W75-10823 

W75-10824 

W75-10825 

W75- 10826 

W75-10827 

W75-10828 

W75-I0829 

W75-10830 

W75-10831 

W75-10832 

W75-10833 

W75-10834 

W75-10835 
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8-22 

8-22 


8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-22 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-2? 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-:^ 

8-2? 
8-23 


8F 
8G 
8F 
8G 
8G 
8G 
8G 

8G 

8C 

2D 

2E 

7C 

2A 

2B 

2E 

2E 

2K 

2E 

2B 

5B 

5B 

2H 

4D 

5D 

5D 

5C 

5D 

4D 

3F 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5  A 

5A 

5D 

5D 


5  A 

5A 

5  A 

5A 

5  A 

5D 

5B 

5D 

5D 

5D 

5G 

5  A 

6B 

2G 

2A 

2F 

3F 

5D 

5C 

5D 

5D 

5D 

5D 

5D 

<D 

5D 

SO 

SD 

5D 

SD 
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W75-I1370 

W75-1I37I 

W75- 11372 

W75-1I373 

W75-11374 

W75-11375 

W75-I1376 

W75-11377 

W75-11378 

W75-11379 

W75-11380 

W75-U381 

W75-11382 

W75-11383 

W75- 11384 

W75-11385 

W75-11386 

W75-11387 

W75-11388 

W75-11389 

W75-11390 

W75-11391 

W75-11392 

W75-11393 

W75- 11394 

W75-11395 

W75-11396 

W75-11397 

W75-11398 

W75-11399 

W75-11400 

W75-11401 

W75-11402 

W75-11403 

W75- 11404 

W75- 11405 

W75- 11406 

W75-11407 

W75- 11408 

W75-1I409 

W75-11410 

W75-11411 

W75-11412 

W75-11413 

W75-11414 

W75-I1415 

W75-11416 

W75-I1417 

W75-11418 

W75-I1419 

W75-11420 

W75- 11421 

W75-U422 

W75-11423 

W75-11424 

W75-11425 

W75-I1426 

W75- 11427 

W75-11428 

W75- 11429 

W75- 11430 

W75-11431 

W75-11432 

W75-I1433 

W75- 11434 

W75- 11435 

W75- 11436 

W75-11437 

W75-1I438 

W75- 11439 

W75- 11440 

W75- 11441 

W75-I1442 

W75-11443 

W75-11444 

W75-1I445 

W75-II446 

W75-11447 

W75-I1448 


W75-11685 


8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 


5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

8A 

5D 

21 

5D 

5D 

2H 

21 

5D 

5A 

5D 

5G 

5G 

5D 

5D 

21 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5E 

5D 

5D 

5B 

5D 

5D 

5A 

5D 


8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 


5F 

5B 

5D 

5D 

6B 

5D 

8C 

5D 

5D 

5D 

5F 

5D 

5D 

5D 

21 

5D 

5D 

5D 

5D 

5D 

5A 

5B 

5A 

5A 

5B 

5F 

5A 

5B 

5D 

5D 

5D 

2D 

5D 

5D 

21 

5D 

2F 

2B 


W75-11449 

W75-11450 

W75-11451 

W75-11452 

W75-11453 

W75-11454 

W75-11455 

W75-11456 

W75-11457 

W75-I1458 

W75-11459 

W75-11460 

W75-11461 

W75- 11462 

W75-11463 

W75-11464 

W75-11465 

W75-11466 

W75-11467 

W75-I1468 

W75- 11469 

W75-11470 

W75-11471 

W75-11472 

W75-11473 

W75-11474 

W75-11475 

W75-11476 

W75-11477 

W75-11478 

W75-11479 

W75-I1480 

W75-11481 

W75-11482 

W75-11483 

W75- 11484 

W75-11485 

W75-11486 

W75-11487 

W75-11488 

W75-11489 

W75-11490 

W75-11491 

W75-11492 

W75-11493 

W75-11494 

W75-11495 

W75- 11496 

W75- 11497 

W75-11498 

W75-I1499 

W75-11500 

W75-11501 

W75-11502 

W75-11503 

W75- 11504 

W75-I1505 

W75-11506 

W75- 11507 

W75-I1508 

W75-11509 

W75-1I510 

W75-11511 

W75-I1512 

W75-1I513 

W75-U5I4 

W75-1I515 

W75-11516 

W75-11517 

W75-11518 

W75-11519 

W75-I1520 

W75-11521 

W75-11522 

W75-11523 

W75-11524 

W75- 11525 

W75-11526 

W75-11527 


8-23  2E 

8-23  2E 

8-23  2J 

8-23  21. 

8-23  2J 

8-23  2L 

8-23  2L 

8-23  3F 

8-23  2B 

8-23  3B 

8-23  2E 

8-23  8B 

8-23  8B 

8-23  4A 
8-23 
8-23 
8-23 


8B 
2J 
5B 

8-23  8B 


8-23 
8-23 


8B 
5B 


8-23  2F 
8-23  8B 
8-23  2F 
8-23  5B 
8-23  3A 
8-23  2F 
8-23  4B 
8-23  2H 
8-23  2J 
8-23  5D 
8-23  7C 
8-23  7C 
8-23  7C 
8-23  7C 
8-23  7C 
8-23  7C 
8-23  7C 
8-23  7C 
8-23  7C 
8-23  7C 
8-23  7C 
8-23  7C 
8-23  7C 
8-23  5B 
8-23  2F 
8-23  2F 
8-23  2E 
8-23  7C  ' 
8-23  5B 
8-23  7C 
8-23  7C 
8-23  4A 
8-23  8B 
8-23  2E 
8-23  4A 
8-23  4A 
8-23  3A 
8-23  5G 
8-23  5D 
8-23  5D 
8-23  5D 
8-23  5D 
8-23  5D 
8-23  5C 
8-23  5G 
8-23  5D 
8-23  3A 
8-23  5D 


8-23 
8-23 


5D 
5D 


8-23  5D 

8-23  5C 

8-23  5D 

8-23  5D 

8-23  5C 

8-23  5C 

8-23  5C 

8-23  5A 

8-23  5C 


W75-11528 

W75-11529 

W75-11530 

W75-11531 

W75-11532 

W75-11533 

W75-1I534 

W75-11535 

W75-11536 

W75-11537 

W75-11538 

W75-11539 

W75-11540 

W75-11541 

W75-11542 

W75-11543 

W75-11544 

W75-11545 

W75-11546 

W75-11547 

W75-11548 

W75-11549 

W75-11550 

W75-11551 

W75-11552 

W75-11553 

W75-11554 

W75-11555 

W75-11556 

W75-11557 

W75-11558 

W75-11559 

W75- 11560 

W75- 11561 

W75-11562 

W75-11563 

W75-I1564 

W75-11565 

W75-11566 

W75- 11567 

W75-11568 

W75-11569 

W75-11570 

W75- 11571 

W75-11572 

W75-U573 

W75-11574 

W75-1I575 

W75-11576 

W75-11577 

W75- 11578 

W75-11579 

W75-11580 

W75-11581 

W75-11582 

W75-11583 

W75-11584 

W75-1I585 

W75-1I586 

W75-11587 

W75-11588 

W75-I1589 

W75-I1590 

W75-I1591 

W75-11592 

W75-11593 

W75-11594 

W75-11595 

W75-11596 

W75-11597 

W75-11598 

W75- 11599 

W75- 11600 

W75-1160I 

W75-11602 

W75-11603 

W75- 11604 

W75-11605 

W75- 11606 


8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 


5A 

5C 

5C 

2J 

5C 

2J 

5A 

5C 

5A 

5B 

5B 

5A 

5A 

5A 

5D 

5A 

5A 

5D 

2L 

5C 

2L 

5B 

6E 

5G 

2B 

2B 

2H 

6E 

2B 

IOC 

6B 

2B 

2B 

2A 

2B 

5C 

7B 

5B 

5G 

2H 

6E 

2H 

2B 

2L 

2C 

6B 

2E 

6E 

6C 

2B 

2B 

2B 

IOC 

5A 

3F 

3F 

3F 

5G 

2G 

3F 

3F 

3F 

2F 

3F 

2G 

2G 

2G 

3C 

3F 

3F 

2D 

2G 

2G 

3F 

3F 

3C 

5B 

5C 

5C 


W75-1I607 

W75-11608 

W75-11609 

W75-1I610 

W75-11611 

W75-116I2 

W75-I16I3 

W75-116I4 

W75-11615 

W75-116I6 

W75-11617 

W75-11618 

W75-11619 

W75-1I620 

W75-11621 

W75-11622 

W75-11623 

W75-11624 

W75-11625 

W75-11626 

W75-11627 

W75-II628 

W75-11629 

W75-I1630 

W75-11631 

W75-11632 

W75-11633 

W75-11634 

W75-11635 

W75- 11636 

W75-11637 

W75-11638 

W75-11639 

W75-11640 

W75-1164I 

W75- 11642 

W75- 11643 

W75- 11644 

W75- 11645 

W75-11646 

W75-11647 

W75- 11648 

W75-11649 

W75-11650 

W75- 11651 

W75-11652 

W75-11653 

W75-11654 

W75-U655 

W75- 11656 

W75-11657 

W75-11658 

W75-11659 

W75-I1660 

W75-11661 

W75-11662 

W75-11663 

W75-1I664 

W75-11665 

W75-11666 

W75- 11667 

W75-11668 

W75-11669 

W75- 11670 

W75-11671 

W75-11672 

W75-11673 

W75-11674 

W75-U675 

W75-I1676 

W75-U677 

W75-11678 

W75-11679 

W75- 11680 

W75-11681 

W75-11682 

W75-11683 

W75-11684 

W75-11685 


8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8  23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 


5C 

5B 
5C 
5C 

5B 
5C 

5A 

5A 

5G 

5G 

5G 

5D 

5D 

5D 

5D 

4A 

4A 

4A 

4A 

4B 

5D 

4A 

5A 

7C 

4B 

4A 

2F 

2B 

2B 

2B 

2B 

2B 

2B 

2G 

5B 

2K 

21. 

5B 

2K 

2F 

4A 

2D 

4A 

8B 

8B 

5B 

8B 

8B 

4A 

2G 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5  A 

21 

6E 

5D 

5A 

5D 

5D 

5B 

3A 

3A 

8C 

5B 

5D 

5D 

5D 

5G 

5D 

8C 

5D 
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W75-11686 


W75-U686 

W75-11687 

W75-11688 

W75-U689 

W75-11690 

W75-11691 

W75-11692 

W75-11693 

W75-11694 

W75-U695 

W75-11696 

W75-U697 

W75-11698 

W75-11699 

W75-1170O 

W75-U701 

W75-11702 

W75-11703 

W75-U704 

W75-11705 

W75-1I706 

W75-11707 

W75-U708 

W75-11709 

W75-II710 

W75-II711 

W75-11712 

W75-11713 

W75-II714 

W75-U715 

W75-I17I6 

W75-U717 

W75-11718 

W75-11719 

W75-11720 

W75-U721 

W75-11722 

W75-11723 

W75-1I724 

W75-11725 

W75-11726 

W75-11727 

W75-11728 

W75-I1729 

W75-11730 

W75-1I73I 

W75-11732 

W75-11733 

W75-11734 

W75-11735 

W75-11736 

W75-11737 

W75-U738 

W75-1I739 

W75-U740 

W75-11741 

W75-1I742 

W75-11743 

W75-11744 

W75-11745 

W75-11746 

W75-1I747 

W75-I1748 

W75-11749 

W75-1I750 

W75-1175I 

W75-11752 

W75-U753 

W75-1I754 

W75-11755 

W75-I1756 

W75-11757 

W75-1I758 

W75-U759 

W75-U760 

W75-11761 

W75-I1762 

W75-II763 

W75-1I764 


8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 

8-23 


5D 

4A 

5D 

5D 

5D 

21 

5D 

5F 

5D 

5D 

5F 

5D 

5D 

5F 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5A 

5D 

2A 

5D 

5D 

5D 

5D 

5D 

5D 

5C 

5E 

5D 

5D 

5D 

5D 

5D 

5D 


8-23 
8-23 
8-23 
8-23 
8-23 
8-23 
8-23 
8-23 
8-23 
8-23 
8-23 
8-23 


5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

8C 

5D 

5D 

5D 

5D 

5D 

5D 

5D 

5C 

5A 

5A 

5C 

5A 

5A 

5C 

5C 

5C 

5C 

5C 

8B 

6G 


W75-11765 

W75-11766 

W75-U767 

W75-11768 

W75-11769 

W75-11770 

W75-1I771 

W75-1I772 

W75-11773 

W75-11774 

W75-11775 

W75-I1776 

W75-I1777 

W75-11778 

W75-U779 

W75-11780 

W75-1I781 

W75-11782 

W75-I1783 

W75-11784 

W75-II785 

W75-11786 

W75-11787 

W75-1I788 

W75-11789 

W75-I1790 

W75-11791 

W75-I1792 

W75-11793 

W75-1I794 

W75- 11795 

W75-11796 

W 75- 11797 

W75-1I798 

W75-U799 

W75-I1800 

W75-U801 

W75-11802 

W75-11803 

W75-U804 

W75-U805 

W75-11806 

W75-U807 

W75-11808 

W75-U809 

W75-11810 

W75-11811 

W75-U812 

W75-11813 

W75-U814 

W75-1 1815 

W75-11816 

W75-11817 

W75-11818 

W75-U819 

W75-U820 

W75-11821 

W75-11822 

W75-11823 

W75-U824 

W75-11825 

W75-U826 

W75-11827 

W75-U828 

W75-U829 

W75-11830 

W75-11831 

W75-11832 

W75-11833 

W75-U834 

W75  11835 

W75-11836 

W75- 11837 

W75-H838 

W75-I1839 

W75-U840 

W75-11841 

W75-11842 

W75-11843 


8-23     5D 
8-23     6G 


8-23     5G 
8-23     4B 
8-23     5D 
8-23     4A 
8-23     8C 
8-23     2L 
8-23     8B 
8-23     8B 
8-23     6B 
8-23     2A 
8-23     8B 
8-23     8B 
8-23     8B 
8-23     8B 
8-23     6B 
8-23     8B 
8-23     2E 
8-23     5D 
8-23     4A 
8-23     5A 
8-23     4A 
8-23     4A 
8-23     4A 
8-23     4A 
8-23     4A 
8-23     4A 
8-23     5G 
8-23     5A 
8-23     6D 
8-23     4D 
8-23     5A 
8-23     5A 
8-23     2F 
8-23      3B 
8-23     3B 
8-23     3B 
8-23      3B 
8-23      3B 
8-23      3B 
8-23      3B 
3B 
3B 
8-23     3B 
8-23     3B 
8-23     2A 
8-23     3B 
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